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Control 
The Rising Standard 


‘HE nation-wide adoption of HL Control is conclusive 
ees of the steadily rising popularity of the West- 
use Electro-Pneumatic Syaen of Control. 

ingot this type of control is destined to become the 
Standard of the Country has again been vividly shown. 
One of the largest elevated systems in the world—The 
Interborough Re T. Co., New York, has recently 
announced that they have standardized on Electro- 
Pneumatic Control. — 


“The Control That’s Best By Test’ 


Westinghouse Eee & Menublenaane Co. 
Sales Offices in all A 


large American Cities 
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Although in the last two weeks 
the bond market has continued to 
broaden and develop increasing 
strength, the tendency is just now overshadowed by 
the rapidly advancing activities and prices of the 
stock market. “War specialties,” or the stocks of 
companies that have already benefited from the war, 
seem to be the controlling and leading factors in the 
market, and concentrated buying is being carried on 
in the stocks of large structural steel, railroad equip- 
ment and other similarly constructive enterprises. 
The chief cause for satisfaction, however, is not 
that certain stock issues have advanced in price 
with unusual rapidity, but that the whole under- 
tone of the market appears to have strengthened 


WIDENING 
OF THE 
STOCK MARKET 


to such a degree that a reversal of sentiment in the 


. and that progress, 


more speculative issues would probably be insufficient 
to create a serious general setback. Advices are to 
the effect that during the last few days the investing 
public has shown a greater interest in public utilities 


‘securities than for months, and that there are other 


indications that business is entering upon a period of 
recuperation. While mere expressions of optimism are 
still more numerous than acts based on optimism, 
and while we do not look for an unrestricted business 
rejuvenation in this country until the end of the 
European struggle is in sight and the mania for 
adverse business legislation has worn itself out, yet 
we believe that the turning point has been reached 
while undoubtedly slow, may 
henceforth be confidently expected. 


STANDARD Now is the time for electric rail- 
SAFETY ways to have their “say” in regard 
RULES 


to the code of safety rules which 
the United States bureau of standards has in prepara- 
tion. To be sure the contents of the code are not yet 
generally known, but they will be very shortly, and 
there will be a general conference of all interests held 
in Washington early in July to approve the tentative 
draft for preliminary publication. The American Elec- 
tric Railway Association has received due consideration 
in the conferences held so far and will be officially a 
participant in the Washington conference. It is urgent 


_ that the association delegates be prepared adequately 


to represent the views of their constituents. While it 
is true that the rules to be published early in the sum- 
mer are to be considered preliminary, they will have 
great weight with public service commissions and other 
regulatory bodies. These semi-transient boards will, 


a and should, hold in great respect the recommendations 


a4 


of a permanent scientific-industrial bureau like the 
‘ 


bureau of standards, especially if the recommendations 
are backed by official representatives of many national 
organizations. Hence we urge active and intelligent 
co-operation. Intelligent criticism now will do more 
good than denunciation hereafter, and, as the bureau 
has gone out of its way to request suggestions, there 
should be no lack of them from the electric railways, 
which have assumed a place of leadership in the safety 
movement. 


MAIL VERSUS 
EXPRESS 
PAY 


Still the controversy regarding 
railway mail pay—or, as might 
be more fittingly said, still Post- 
master-General Burleson—rages. This official now 
publicly accuses the carriers of being insincere in 
asserting that they are under-paid for carrying mail, 
because they receive for this service much more than 
they have long willingly accepted for carrying 
express. Such a statement is irrelevant. What the 
railways receive for express traffic has no limiting 
relation upon what they should receive for mail car- 
riage. Even if Mr. Burleson does not know this as a 
matter of common sense and common law, as a gov- 
ernment official he can hardly be complimented for 
his non-recognition of the recent United States 
Supreme Court decisions in the North Dakota and the 
West Virginia rate cases, in which it was held that 
each class of railroad traffic must bear its own direct 
costs and its proportionate share of the overhead 
expenses, and that carriers cannot be compelled to do 
a certain class of business at non-compensatory rates. 
These authoritative decisions show the irremediable 
weakness of Mr. Burleson’s argument. It is worthy 
of notice, however, that his statement is as incorrect 
as it is irrelevant. The joint congressional commit- 
tee on railroad mail pay which reported last August 
spent two years investigating this subject and con- 
cluded emphatically that it was “compelled to reject 
the (postal) department’s attempt to show higher rela- 
tive earnings from mail as reckless and misleading.” 


UNITED STATES 
DEPARTMENT OF 
TRANSPORTATION 


Howard Elliott, president New 
York, New Haven & Hartford 
Railroad, last week before the 
Norwich Chamber of Commerce made a recommenda- 
tion which should have the widest publicity. In short, 
it was to the effect that the transportation business, 
by means of a federal department and representation 
in the President’s cabinet, should receive the same 
recognition that has heretofore been accorded to the 
financial, agricultural, industrial and labor interests. 
No one will deny that in importance, in volume and in 
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effect, upon national welfare, the transportation indus- 
try ‘compares favorably with any of these other forms 
of activity. A department representing such. an indus- 
try would serve as an accredited clearing. house for all 
matters relating to the rights and privileges of common 
carriers. It would have a stabilizing effect upon the 
demands of the public and the commissions on the one 
hand and the policies and the acts of carriers on the 
other; in other words, it would be of inestimable worth 
in fostering better public relations from a point of 
vantage secured by governmental power and prestige. 
It would also be of service in helping to bring about 
a unification of state and national laws on the subject 
of transportation. It would enable the railways to 
have an advocate in the councils of the nation, as 
we presume the Secretary of Railroads, like the Secre- 
tary of Agriculture, the Secretary of the Navy and the 
Secretary of War, would direct his efforts toward im- 
proving the condition of his particular field. If so, the 
benefit of his services would be enormous, and while it 
would be confined directly to the interstate carriers, 
the intrastate electric railroads should receive indi- 
rectly a great deal of assistance through the influence 
of such a department on the public mind. 


— 


“OBSOLESCENCE 
ON A 
LARGE SCALE 


The changes now under way in 
the Seventy-fourth Street power 
: house of the Interborough Rapid 
Transit Company in New York form an epitome of 
fifteen years’ progress in electric power generating ap- 
paratus. The eight great engines installed during 1900 
are now relegated to the scrap heap or to the job of 
occasional helper over extra high load peaks. Those 
still retained are like aged veterans who are given sine- 
cures to enable them to keep their self-respect. These 
prime movers, when built, were the last word in recipro- 
cating engine design. They were in good physical 
condition when retired. ‘Those displaced were broken 
‘up because no one wanted them as engines. In the 
boiler house the tubes and settings were retained, to 
be sure, but only because they were adaptable to the new 
conditions of forced firing and superheat. The boilers 
are like the old jacknife with two new blades and a new 
handle. The ubiquitous turbine displaces not only the 
big engines on the main floor, but also, in smaller sizes, 
the motors which formerly drove one auxiliary or an- 
other. And as for the reciprocating pump, a few 
samples are preserved but only for a highly specialized 
duty. The secret of it all is speed; high speed of the 
turbine and the centrifugal pump, high velocity of air 
and fuel through the furnaces, rapid circulation of 
water in the boiler and high steam speed in the pipes. 
High velocity means light weight, small floor space, low 
cost, small radiation loss and all of the incidentals which 
go with these desiderata, without serious compensating 
disadvantages. The slow-moving power station is obso- 
lescent because expensive to operate, the new apparatus 
being able to generate energy more cheaply even if 
required to earn interest on the difference between the 
first cost and scrap value of its predecessors. 
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SCHEDULE SPEED—A NEGLECTED FACIQR 
It is significant that whenever an expert study / of 
electric. railway service is made in a large city, sugges- 
tions leading towards a more rapid movement of cars 
are almost invariably included. This is true of the 
traffic reports published in this paper during the past 
two years on Detroit, Fall River, Pittsburgh, Philadel- 


phia, Providence and other places. 


The increase in schedule speed thus sought is not 
obtained by increasing the maximum speed of the cars, 
a course to which there are a number of obvious ob- 
jections. On the contrary, higher average speed is 
obtained by reducing the waste time of a run, and the 
result is beneficial not only to the public in more rapid 
transit but also to the company, as it means fewer 
platform men, fewer cars and fewer kilowatt-hours to 
perform the same service. The possibilities of this 
plan seem hardly to have been generally realized, but 
with the competition of the jitney, whose only claim 
for merit lies in its “non-stop” service, the question 
assumes possibly a new and an added importance. 

Various methods are available for accomplishing this 
increase in schedule speed. They can logically be 
divided into two classes, i. e., (1) those designed to re- 
duce the time lost in stops to receive and discharge pas- 
sengers, and (2) those designed to reduce the delays not 
connected directly with the operation of the cars but 
caused by street congestion. The latter class includes 
methods of rerouting to reduce track crowding or to 
eliminate congested crossings, methods of dispatching 
cars across congested crossings, regulation of vehicular 
traffic, etc. It is not the intention here to consider par- 
ticularly this latter class of delays, but rather the first 
class. To this, perhaps, less attention has been di- 
rected, although, on most railways, the time spent by 
a car outside of the congested district is usually very 
much greater than that spent within the congested 
district, hence the opportunity for time saving would 
seem to be considerable. That this is so is indicated 
by the recently published records of a thirty-four- 
minute city run in which the stops for passengers 
took twelve minutes and the free running time only 
twenty-two minutes, a result which may be more 
typical than is generally believed. 

Delays to cars outside the congested district are 
divisible into two sections, namely, (1) the time lost by 
slowing down to make a stop and accelerating after a 
stop, and (2) the time taken by the passengers to board 
and leave the car. The first section is directly propor- 
tional to the number of stops that are made. The 
second sectiom varies with the number of passengers 
who board or leave the car, in other words, with the 
total number of passengers per trip although the ratio 
is not absolutely proportional because the time of pas- 
senger interchange depends somewhat upon the num- 
ber of passengers boarding or leaving at each stop, 
decreasing as the number of passengers increases. 
It is evident, then, that the problem can be at- 
tacked in two ways, by reducing the number of stops 
and by reducing the time of passenger interchange. 


ee 


_ there are three factors. 
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The skip-stop plan undoubtedly is the best known of 
the various methods which have been introduced for 
reducing the number of stops, and considerable stress 
is laid upon its advantages in the recently-published 
Detroit report, it being recommended for four of the 
main city lines. The estimated saving in Detroit is a 
reduction in the number of stops per mile from twelve 
to eight. This reduction is estimated to give an in- 
crease in the schedule speed of 10 per cent, notwith- 
standing the proposed use of trailers after the skip-stop 
has been inaugurated. Obviously this increase in 
schedule speed means that each unit will be 10 per cent 
more effective and that its capacity for transporting 
passengers will be increased by that amount. As evi- 
dence of the effectiveness of the plan the Detroit report 
cites the practice on the Superior Avenue line in Cleve- 
land, where, in spite of the introduction of two-car units, 
the number of stops was reduced from fifteen to nine 
per mile. 
carried, with the capacity of the line still well under the 
limit, and, in Detroit it is estimated that equally good 
results will be obtained. Still another suggestion. for 


reducing the number of stops in the Detroit report is. 


the establishment of a certain number of non-stop cars 
through the factory loading districts at certain times 
of the day to take care of the general travel at points 
beyond the factories. 

The possibilities thus intimated in the Detroit report 
and shown in the Cleveland practice are too great to be 
ignored. The number of cities where the skip-stop has 
been introduced can be counted on the fingers of two 
hands, and possibly on the fingers of one hand, but any 
method which means an increase of 50 per cent in the 
carrying capacity of existing tracks, as well as better 
transit facilities and lower operating expenses, is cer- 
tainly worth investigation. 

But the possibilities of increasing the schedule speed 
without increasing the maximum speed for sections of 
the run outside of the congested district are not con- 
fined entirely to reducing the number of stops. The 
rate of passenger interchange, or the second division 
mentioned above, also has appreciable effects. In this 
The first is the number of pas- 
sengers boarding or alighting. As the rate per passen- 
ger on a single car decreases slightly with the number 
of passengers per stop, a reduction in the number of 
stops will add a further increment to the schedule speed 
by increasing the average number of passengers board- 
ing or leaving the car per stop. The second factor in 
the schedule speed is the habit of the people in different 
communities, as it has been found that the rate of 
passenger interchange varies in different cities. Hence 
the schedule speed will be increased if the railway com- 
panies can induce the passengers to move more quickly. 
The third factor relates to the arrangements at the 
stopping points and on the car for receiving and dis- 
charging pasgengers® rapidly. This is affected by the 
size, number anid Jocation of exits and entrances, by the 


_ extent of the. ‘reservoi capacity for boarding passengers 


on the car and for waiting passengers outside of the 
car, by whether stopping points are distinctly marked, 
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by the use of extra front-end collectors at crowded 
terminals, ete. © OR et 

These methods of increasing the carrying capacity 
of a crowded electric railway line differ radically from 
the usual popular remedy, which is to add more cars, a 
plan which on most city lines which are near their 
capacity would be a detriment rather than an advan- 
tage. In fact, the Detroit report already mentioned 
brings out this point very clearly by its apt statement 
that “increasing the number of cars to reduce crowding 
only tends to make conditions worse unless running 
time, stops and crossing delays can be reduced.” 


PUBLICATION OF COST FIGURES 

When an engineer is requested to point out wherein 
the paper of his profession can be improved, he is most 
likely to say: “You ought to publish more costs.” 
Whereupon the editor smiles a weary smile, not of dis- 
dain but of ineffable sadness. It is a fact that nothing 
is more keenly sought by technical papers than costs 
first, costs second and costs last. But few engineers are 
willing to make public this information in detail, and 
still fewer executives will sanction such a course by a 
broad-minded subordinate. 

A stock objection raised by the operator, when costs 
are requested, is that such figures would be of no use 
as a guide to others. And then our old bugaboo “local 
conditions” is trotted forth with all the impressiveness 
of the stuffed lion in a Christmas pantomime. Of 
course, it is not pretended that figures are everything. 
In fact, figures offer only a starting point; but a start- 
ing point we must have. 

The objection to giving out costs has lost much of 
its force in view of the detailed accounting data that 
must now be filed with public utility commissions. Many 
of these data are available to anyone who cares to copy 
them; but unless the corporation is willing to aid in 
their interpretation, the most misleading conclusions 
may be drawn, for in the broadest sense the word 
“costs” must be understood to include an explanation 
of accounting practices and engineering standards. To 
illustrate: One compeey includes the. servicey¢ars in its 

“maintenance of cars’ account; a second dous ‘not; and 
a third charges the car equipment department for the 
use of service cars at a car-mile rate, which includes a 
charge for energy and other items usually ignored. As 
these diverse practices do not appear in the reports as 
published, the most efficient operator might well seem 
to be the least efficient. 

Apropos of misinterpreted figures, a certain engineer 
protested quite vehemently at a published comparison 
with his costs as taken from a government publication. 


- Yet a few months before the same engineer refused to 


permit the publication of a descriptive article, with 
costs, that would have placed the practices of his com- 
pany in a more desirable light. 

In short, engineers and executives should give up the 
idea that they lay themselves open to attack when they 
permit costs to be published. The unmistakable trend 
of the times is toward publicity; and as with liberty, 
the evils of publicity are curable by still more publicity. 
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Interborough Power Plant Enlargement 
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One-Half of the Seventy-Fourth Street Power Station, Which Supplies Power to the Elevated Railways, Is 


Being Remodeled, Increasing Its Capacity 


by 300 Per Cent on the Same Floor Space 


‘ 


On account of the prospective increase in the demand 
upon the power-generating plants of the Interborough 
Rapid Transit Company in New York, due to the third- 
tracking of the elevated lines, the Seventy-fourth 
Street station is being remodeled. The changes are 
now approaching completion, two out of three new 
30,000-kw turbo-generator units being in operation, and 


INTERBOROUGH POWER PLANT—FIG. 1—VIEW OF SEVENTY- 
FOURTH STREET STATION 


carrying all of the load except during the peaks when 
the remaining 7500-kw turbine and four reciprocating 
engines are sometimes called upon for assistance. One 
unit, shown in Fig. 3, is finished complete, and the 
second is undergoing an exhaustive series of tests. The 
foundations for the third unit are under construction. 

The remodeling, which is being done with a view to 
the ultimate installation of a total of eight 30,000-kw 
units, is being carried on within the original building. 


For the present it involves principally the substitution 
of three turbine generators for four engine gener- 
ators (see Figs. 4 and 5); the making over of one-— 
half of the boiler plant opposite the turbines by re- 
placing Roney stokers with Taylor underfeed stokers, 
adding superheaters and removing the economizers; 
the partial replacement of motor-driven triplex, with 


INTERBOROUGH POWER PLANT—FIG. 2—INTERIOR BEFORE 
ALTERATIONS 


turbine-driven centrifugal boiler-feed pumps, and the 
complete rearrangement of the electrical switching 
system with the addition of current-limiting reactors. 


THE POWER PLANT OF 1901 


The old power plant,* built during 1901, was the 
model steam power plant of that time. Its appearance 


*This plant was fully described in the issue of the STREET RAIL- 
WAY JOURNAL for Jan. 5, 1901. 


INTERBOROUGH POWER PLANT—FIG. 3—-NEW TURBINE UNIT 
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It contained eight Reynolds, Allis- 
horizontal-vertical, cross-compound 


is shown in Fig. 2. 
Chalmers double, 


engines of 12,000-hp actual or 8000-hp normal rating 
each, driving 11,000-volt, revolving-field Westinghouse 
alternators, the largest built to 1901. Each engine unit 
was essentially two separate compound engines at the 
ends of the shaft, each having a 44-in. high-pressure 
cylinder and an 88-in. low-pressure cylinder and of 
60-in. stroke, the speed being 75 r.pm. By the 135- 


INTERBOROUGH POWER PLANT—FIG. 4 a 
—CROSS-SECTION OF ENGINE ROOM 
BEFORE REMODELING 


deg. setting of the cranks eight impulses per revolution 
were obtained. 

The revolving weight on the bearings of each of the 
engines was 439,000 lb., and an allowance of 70,000 lb. 
more was made to provide for magnetic pull between 
field magnet and armature. The shaft itself weighed 
63,000 Ib. On account of the great mass of the revolv- 
- ing field magnet it was possible to dispense with the 
flywheel, a notable advance in slow-speed generating- 
unit design. To these engines was later added a 7500- 
kw Westinghouse turbine unit. 

The engines exhausted into Worthington jet con- 
densers with triplex motor-driven circulating pumps. 
These were changed, about 1903, to the barometric type. 

The boiler house consisted of a basement, two boiler 
floors and a row of coal bunkers, the height from the 
basement to the top of the monitor being 128 ft. The 
basement was divided into three longitudinal compart- 
ments for the purpose of protecting the pumps from 
the dust produced by the ash-handling machinery. On 
each boiler floor were thirty-two B. & W. boilers, with 


lig 


SU | OP 
N aa Air inlets, area 10sq.74 qpprox. 
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INTERBOROUGH POWER PLANT—FIG. 5—CROSS-SECTION OF 
ENGINE ROOM AFTER REMODELING 


Roney stokers, each rated at 520 nominal horse-power 
and containing 5200 sq. ft. of heating surface. These 
were arranged in batteries of two, eight boilers to an 
engine, the whole forming a generating unit. The 
boiler house was provided with four Custodis brick 
stacks of 17-ft. flue diameter at the top and 18 ft. at 
the bottom, 278 ft. high above the basement floor, the 
tallest stacks of the kind constructed in this country 
to that time. A Green economizer was provided for 
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each four boilers, as it was deemed necessary to have 
these to heat the feed water, all of the auxiliaries being 
electrically driven. Each unit was served by an elec- 
trically-driven Goulds triplex boiler feed pump. Above 
the boiler floors was a row of three coal bunkers, sep- 
arated by 35-ft. spaces for fire protection, having a 
total capacity of 7500 tons, a ten-day supply. 

The building housing this plant, seen in Fig. 1, ex- 
tends from Seventy-fourth to Seventy-fifth Street along 
the East River, with a width of 204 ft. 4 in. and an 
average length of 404 ft. It is divided by a longi- 
tudinal wall into engine and boiler houses, respectively 
93 ft. 6 in. and 104-ft. 2 in. wide. The basements of 
these are on the same level, 4 ft. 6 in. above high water 


South Wall at 74th Steet 
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INTERBOROUGH POWER PLANT—FIG. 6—GENERAL LAYOUT 
OF TURBINE UNIT 


and 2 ft. 6 in. below Exterior Street, which lies between 
the plant and the river. Extending across the west end 
of the building is a vault 18 ft. wide divided into two 
parts, one for oil storage and the other for switch con- 
trol storage batteries. The roof of this vault serves 
as a roadway from street to street on the level of the 
lower boiler-room floor. 

The coal and ash-handling plant consists of two 
towers on the river bank for unloading coal and storing 
ashes, connected by bucket and belt conveyors with the 
power plant, distributing and collecting in the manner 
now standard in such plants. A feature of the tower 
design was the provision for hoisting coal from barges 
with a 114-ton shovel just high enough to give the fall 
necessary for passing it through the crushers and 
weighing hoppers. 

In the engine house were the basement, 21 ft. 6 in. 


INTERBOROUGH POWER PLANT—FIG. 7—CONDENSER AND 
SECTIONS OF PIPING 


high, the operating floor, 107 ft. to the roof, and on 
one side three switchboard galleries, under the lower- 
most of which the engine-driven exciter sets were 
placed. A 50-ton electric crane traversed the length 
of this house. 

The important features of the switching apparatus 
were the layout of group switches and the use of Gen- 
eral Electric motor-operated switches. There were two 
complete sets’ of busbars connected by bus junction 
switches to permit of the operation of the alternators 
in either two or four batteries. The feeders from one 
substation formed,one group controlled by a group 
switch in addition to the individual feeder switches. 
On the benchboard dummy busbars were placed to give 
the operator a_ graphic. representation of the 
connections. ; 


THE POWER PLANT OF 1915 


The changes listed in the second paragraph, together 
with incidental changes, will be discussed in the order 
therein followed. The turbines, fully lagged, will ap- 
pear as shown in Figs. 3 and 5. They have been rather 
fully described in the technical press’ so that only a 
few salient features need be mentioned. Each cross- 
compound unit consists of two turbines, a 1500-r.p.m. 
single-flow. reaction turbine, and a 750-r.p.m. double- 
flow: reaction turbine connected as a compound machine 
with a large receiver between elements. This novel 
arrangement was chosen to simplify design problems, 
particularly those relating to temperature range, blade 
speeds and steam congestion. At the same time the 
reliability of comparatively small units was secured. 
The efficiency guaranteed is higher than any heretofore 
obtained. Taking the amount of heat available in the 
steam between the conditions of admission and exhaust 
as a basis, the engines will deliver in electrical form 
75.75 per cent of this energy. The total weight of the 
complete unit is 1,500,000 lb. 

The turbine rests upon a foundation consisting of 
a steel frame encased in concrete, leaving most of the 
space below available for condensers, receiver and 
pumps. 

The Worthington surface condenser, of 50,000 sq. ft. 
cooling surface for each unit, is of the twin-shell type, 
of simple construction and practically self-contained. 
The tube arrangement is as shown in Fig. 7, passages 
being provided by “‘gashing” to give the freest possible 
access of the steam to the tubes. The condensers are 
hung directly from the turbine bedplates, a novel ar- 
rangement but one conducive to the elimination of 
stresses due to temperature changes. The weight of 
the condenser is, however, not carried by the turbine 
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foundation, but upon a number of spring jacks, a 
justed to properly share the load. The receiver is a 
vertical cylinder, of 7 ft. 9 in. inside diameter and 21 
ft. long inside, placed symmetrically with respect to 
the condenser shells as shown in an accompanying plan. 
This is as large a receiver as could be accommodated in 
the available space. 

Below each condenser shell and forming an integral 
part of it is a sump 4 ft. in diameter and about 4 ft. 
high, into which the condensate drains. This is desig- 
nated as a “hot well’ on the drawing, but there is no 
hot well in the new plant, using the term in its usually- 
accepted sense, that function being performed by the 
feed-water heater. 

The piping to and from the condenser is of unusual 
construction, designed to minimize the number of 
bends. As shown in Figs. 7 and 9, the water enters 
the condenser at the bottom through a 60-in. pipe, which 
dips under the nearer shell to reach the farther one. A 
baffle inside deflects a share of the circulating water 
into its proper channel. A similar outlet pipe above 
takes care of the discharge flow. This is the simplest 
possible piping layout for a twin shell condenser. Short 
rubber sleeve expansion joints are inserted in the intake 
and discharge pipes near each shell. These joints con- 
sist of tubes of 14-in., 5-ply-insertion rubber, 12 in. 
long and of 42-in. and 60-in. inside diameter, each 
clamped between an outer flange and an inner ring. 

Circulating water for each pair of condensers is 
supplied, as shown in several illustrations, through a 
pair of tri-rotor, centrifugal pumps having a combined 
capacity of 75,000 gal. per minute. These discharge 
through separate motor-operated gate valves, the dis- 
charge pipes uniting beyond the valves. The full capac- 
ity of the pumps will be required in summer when the 
circulating water temperature is high, but one pump 
will be sufficient in winter. 

The pumps are driven by steam turbines rated at 
240 hp each. The pumps draw from a new tunnel 12 
ft. 6 in. x 12 ft. 6 in. in section. They discharge into 
two tunnels, one 8 ft. 6 in. x 12 ft. 3 in., and one, 
5 ft. x 12 ft. 3 in., which is the combination of the 
original intake and discharge tunnels. These will 
supply condensing water for eight units. The mouth 
of the intake tunnel is about 150 ft. upstream from the 
nearer discharge tunnel. New motor-driven revolving 
screens of the type shown in one of the illustrations 
have been installed near the river end of the intake 


INTERBOROUGH POWER PLANT—FIG. 8—TRI-ROTOR CIRCU- 
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tunnel, the driving motor being housed in a small build- 
ing at the right, not shown. The screens are rotated 
for cleaning purposes daily. The location of the con- 
densers with respect to the river level makes it possible 
to circulate the condensing water readily, the power re- 
quired being only that necessary to overcome a small 
amount of friction, principally the friction head of the 
condenser and piping. 

The condensate pumps for each unit are of the cen- 
trifugal type, turbine driven and of 800-gal. per min- 
ute capacity.each. One pump is sufficient, the second 
being a reserve. One reciprocating dry vacuum pump 
is provided for each unit, with a capacity for two. The 
vacuum pumps are cross-connected between units. 

The general turbine-room piping scheme is shown 
in Fig. 10. It comprises duplicate 15-in. mains for the 
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leads to the heater, the right-hand one to the receiver. 
There are two piston valves, A and B. When heater 
pressure is above atmospheric, the latter being applied 
to the upper side through a pipe connection, A rises 
and bleeds steam through port C to the receiver. When- 
ever the receiver pressure is higher than that of the 
heater, B rises, admitting steam through port D to the 
heater. A dashpot at the top of the upper valve cham- 
ber prevents sudden acceleration of A, and through A 
provides a cushion for B. In action the valves do not 
lift very high off their seats. 

Above the valve is an auxiliary cylinder # with live 
steam above its piston and with pressure controlled by 
the turbine automatic stop governor below. The piston 
is loosely packed and leaky and ordinarily floats. When 
the automatic stop governor operates, pressure is re- 
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turbines and 8-in. auxiliary mains, all 
suspended overhead in the basement, and 


duced below the 
piston which is 
forced down, re- 
storing A and B 


provided with long radius curves and 
goosenecks where necessary. Twelve- 
inch condensate lines unite in a 16-in. 
main to the heater, as do 28-in. exhaust 
lines into a 36-in. main. The illustration 
shows the essentials of one unit with the 
exception of the atmospheric exhaust, an 
important feature on account of the large 
sizes of pipe involved. 

This atmospheric exhaust system is 
combined with the auxiliary exhaust in 
the following fashion. From each re- 
ceiver is a 30-in. line into which the aux- 
iliary exhaust lines are connected An 
atmospheric relief valve is in each line 
near the receiver. This is a» stand- 
ard relief valve weighted to open on about 28 lb.. per 
square inch absolute pressure by means of a hydraulic 
piston and standpipe accumulator. The three lines lead 
into a tapered header, from which two 30-in. risers, 
sealed with back pressure valves, extend above the 
roof. From the header a 42-in. pipe leads to the feed- 
water heater. This is also protected’ with’a riser’ and 
valve. = 

Between the receiver and the feed-water heater is 
a “thermal” or “heat-balance” valve for equalizing the 
distribution of heat in the system. This valve is shown 
in cross-section in Fig. 11. Its function is to bleed 
steam from the receiver into the heater when there is 
a deficiency of supply to the latter from the auxiliaries, 
or vice versa. At about 27,000 kw the. receiver pres- 
sure reaches atmospheric pressure, continuing to rise 
until at 32,000 kw it is about 3-lb. gage. 

In the figure the left-hand opening in the chamber 
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INTERBOROUGH POWER PLANT—FIG. 9—PLAN AND 
ELEVATIONS OF CONDENSER 


to the positions 
%9 shown and cut- 
ting off connec- 
‘tion between re- 
ceiver and heater. 

Another valve, 


i ane isa mae which has been 
BIO | - developed by the 
S IS Basement. company’s engi- 
iS g neers, is one for 
ome shutting off the 
Be supply of steam 


in case the vac- 
uum falls below 
a predetermined 
value. - It con- 
sists of a float, the level of which is controlled by the 
height of a mercury column connected to the condenser. 
The valve is adjusted to trip the pilot valve of the actu- 
ating piston on the main throttle when the vacuum falls 
to, say, 15 in. 

In the boiler house the original boilers are being re- 
tained, but one-half are being rebuilt to the extent of 
adding standard B. & W. superheaters to give 200 deg. 
of superheat when the boilers are delivering three times 
their rated output. The Taylor underfeed stokers 
which are being installed under one-half of the boilers 
are standard, but on four of the boilers air tuyeres 
have been installed along the side walls, directing jets 
over the fires and protecting the side walls. 

One Hoppes open-type feed-water heater 9 ft. in 
diameter and 21 ft. long. with a capacity of 1,600,000 
lb. per hour has been added to do the work of the dis- 
placed economizers, there being now a good supply of 
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steam from the turbine-driven auxiliaries. It con- 
tains 240 pans, each 4 ft. long, having a total area of 
3400 sq. ft. In this heater the surplus heat is being 
absorbed to such an extent that an occasional gentle 
puff of steam from the relief valve on the heater indi- 
cates how little heat is wasted in this part of the 
system. 

As the remodeled boiler plant provides only super- 
heated steam, provision had to be made for the auxil- 
iary supply of saturated steam for the reciprocating 
engines. In the line connecting the old and new boiler 
plants is connected a receiver from one of the old 
engines. This is placed in a vertical position and the 
superheated steam is led in at the top, passing down- 
ward nearly to the bottom through a 15-in. tube. Near 
the top water is sprayed into the steam through a 
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INTERBOROUGH POWER PLANT—FIG. 10—PIPING FOR ONE 
UNIT 


spraying nozzle, the surplus collecting in the bottom 
from whence it is returned to the water system. The 
wet steam rises in the space between the tube and the 
casing, drying as it rises, and saturated steam is taken 
off near the top. This device is known as an “attemper- 
ator.” ~ 

In the boiler-room basement much space has been 
saved by the removal of four triplex pumps, accommo- 
dating three turbine-driven centrifugal pumps sufficient 
in capacity for the entire plant, and the stoker fans 
and turbines. For each pair of boilers there is one 
turbine driving two stoker fans direct and the stokers 
also through helical reduction gears from the blower 
shafts. In the ashpit section of the basement, ashpits 
of expanded metal plastered with cement have been re- 
cently put in. 

The electrical distribution of the plant has been en- 
tirely remodeled with a view to providing adequately 
large switches, feeders, etc., and to protecting the un- 
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INTERBOROUGH POWER PLANT—FIG. 11 
—HEAT-BALANCE VALVE 


respect to 
the genera- 
tors. The 
5 per cent coil is about 4 ft. 6 in. in diameter and 
8 ft. 6 in. long, and the 2 per cent coil is about 4 ft. 6. 
in. in diameter by 38 ft. 6 in. long. 

The oil switches are of standard General Electric 
manufacture, type H6, with 10-in. pots. 

The generators have been designed for their rated 
capacity, 30,000 kw, with 55 deg. Cent. temperature. 
rise. They are ventilated by means of fans which form. 
part of the revolving field. The air is taken in through 
the openings below the bedplates, shown in Fig. 5, and is. 


INTERBOROUGH POWER PLANT—FIG. 12—REVOLVING IN-- 
TAKE SCREEN 
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discharged through ducts to the boiler house, eventu- 
ally reaching the stoker fans. The generators have 
about 8 per cent reactance, and the armature windings 
are braced with extraordinary firmness to withstand 
the mechanical effects of short-circuits. 

The changes described in this article were designed 
and carried out by the engineers of the Interborough 
Rapid Transit Company, under the direction of Henry 
G. Stott, superintendent of motive power. Those in 
responsible detail charge were Reginald J. S. Pigott, 
mechanical construction engineer, and Gaylord C. Hall, 
electrical engineer. 


Safety First for You and Me 


An Account of Chicago’s Safety Work, Particularly the 
Use of Moving Pictures in Parks and Schools—Acci- 
dents to Children Have Been Reduced 80 Per Cent 


BY H. L. BROWNELL, SAFETY INSPECTOR CHICAGO SURFACE 
LINES 


In these “safety first’? days where we see “safety 
first” banks, “safety first” politicians, etc., we must not 
lose sight of the fact that “safety first’ means simply 
“We are our brothers’ keepers.” During more than 
twenty-five years of traction work I never could be- 
come “hardened” to the necessity of accidents, even in 
a large city like Chicago. The idea was always with 
me there must be some way to prevent them. About 
three years ago the ‘way to prevent’ presented itself. 
I was relieved of all my other duties and was requested 
to investigate the safety work of other companies and 
start a safety movement with our company. I thus be- 
came acquainted with such noted safety men as A. H. 
Young, supervisor of labor and safety, South Works, 
Illinois Steel Company, South Chicago, and R. C. Rich- 
ard, of the Chicago & Northwestern Railroad, the 
“father” of the safety movement on railroads. These 
men gave me my first ideas on practical safety work, 
yet I found that none had done anything directly with 
the public, although their work with the employees nat- 
urally affected the public, although indirectly. 

I conceived the idea of a practical education of the 
public with moving picture films and was allowed to 
try it, after much protest from the company as to the 
cost and practicability of educating 3,000,000 people. 
Nearly six months elapsed before I could secure the 
moving picture films and slides I wanted to start the 
work. I began first in the city parks and then went to 
the schools. I have given 600 moving picture lectures 
during the past eighteen months, principally in Chi- 
cago, yet I have spent week-ends in some twenty other 
cities in ten different states to start safety campaigns 
elsewhere. I have always been glad to give my time to 
work of this kind. 

Three trips stand clearly in my mind, especially one 
made to Youngstown, Ohio, about a year ago to start the 
campaign. Youngstown had a local council of National 
Council Safety but had not been able to start the work 
actively. Dudley Kennedy, of the Youngstown Sheet 
Steel & Tube Company, reported to me at the time of 
our safety congress in Chicago in November, 1914, that 
the work of the hospital and undertaker had since been 
cut down 50 per cent. A second trip was that to St. 
Louis, Mo., last summer. I learned that the municipal 
moving pictures in the parks were drawing larger 
crowds than the near-by band concerts. My offer to 
give two lectures on a Saturday and Sunday night was 
accepted. I used a megaphone during the lecture and 
showed the films and slides to about 20,000 persons dur- 
ing the two nights. The third excursion was a recent 
week-end trip to Dayton, Ohio, where I lectured to 10,- 
000 children and three large audiences of adults. I had 
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one audience of 3000 children in Memorial Hall. I 
also gave one lecture in National Cash Register Hall. 

During the summer of 1914, the second season of my 
lectures in the Chicago Parks, I had an audience of 
20,000 one night and distributed 20,000 “safety first’ 
pamphlets. On Christmas eve, 1913, I showed the 
safety films to 100,000 persons in Grant Park, Chicago, 
in connection with other films secured for the Christ- 
mas Tree Festival Association. 

Most of my work, however, has been with the children, 
who have responded so quickly that fatal accidents to 
Chicago children have been reduced 80 per cent. I 
have lectured and shown my films to about 300,000 of 
the children in this city. During one week recently I 
lectured at six public schools and eleven parochial 
schools. 

I also supplied free to the board of education 14,000 
cards with two subjects; one card is 14 in. x 18 in., the 
other 14 in. x 22 in., to be placed in each of the 7000 
school rooms in Chicago. My safety pamphlet “Safety 
Instructions for School Children,’ was first issued a 
year ago free to the teachers for use as a text-book. 
Later this pamphlet was issued to the 400,000 children 
at the time the speakers of the Public Safety Commis- 
sion visited the schools. I had charge of that work as 
chairman of Safety Day in Chicago Public Schools. I 
reissued an enlarged pamphlet in the autumn of 1914, 
supplying free 10,000 copies to the board of education 
for the teachers. This pamphlet is now called “Safety 
Instructions for School Children and Grown-Ups.” The 
ten golden rules of safety in this pamphlet have com- 
manded much attention from the newspapers, and one 
of the great Chicago dailies has reprinted them. 

During the month of July, 1912, there were fourteen 
fatalities on the line of the Chicago Railways. This 
was before the public safety work was begun, but in 
July, 1913, after starting that work no fatal accidents 
occurred, although we carried 10 per cent more passen- 
gers and the streets were more congested. 

In February, 1914, with the consolidation of all the 
street railways under the Chicago Surface Lines, carry- 
ing more than 3,000,000 passengers daily, I changed 
my working territory for several months from the 
north and west sides to the south side of the city. 
During the month of June, 1913, there had been eight: 
fatalities in that section of the city, but in June, 1914, 
there were none. The coroner of Cook County, in 
which Chicago is located, was so interested in our 
record that he called together the Public Safety Com- 
mission of Chicago and Cook County, the first of its 
kind in this country. The work of this commission 
was immediately felt. I helped to organize it as chair- 
man of committees on organization. I am also chairman 
of the safety committee of the Illinois Manufacturer’s 
Association and chairman of the publicity committee of 
Chicago local council No. 3 of National Council Safety. 
At our annual safety congress, last held in Chicago: 
in November, 1914, a thousand delegates were in at- 
tendance. Miss Ida M. Tarbell, who is writing safety 
articles in the American Magazine, was one of the 
noted speakers at this congress. At a round table 
meeting the delegates voted to stop all drinking of 
liquor by their employees during service hours, well 
knowing the relation of liquor drinking to accidents. 

My second lecture on safety before the Illinois Man- 
ufacturing Association related to loss of time by fac- 
tory employees on account of injuries received outside 
of the factory. My first lecture was on safety in the 
street. 

The coroner’s records issued under date of Jan. 20, 
1915, show a reduction of 464 deaths in the year 1914. 
Undoubtedly this was due in large part to the safety 
work undertaken. 
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National Electrical Safety Rules 


United States Bureau of Standards Is Completing the Preliminary Edition of a Set of Rules Somewhat Along 
the Lines of the Code of the National Fire Protection Association—The Railway 
Association Is Participating in Its Preparation ; 


Dr. E. B. Rosa, chief physicist of the bureau of 
standards, has prepared a digest and analysis of the 
contents of the forthcoming National Electrical Safety 
Code. As electric railways are vitally concerned in this 
and have taken a leading part in the safety movement 
an extended abstract of the analysis is given herewith. 

The proposed code consists of four principal parts, 
preceded by a group of definitions and followed by two 
appendices. The rules on stations are divided into nine 
sections, and ten numbers are reserved for each section, 
although there are fewer than ten rules in most sections. 
For convenience of the different administrative au- 
thorities they had to be dealt with separately. Each 


of the four parts is as nearly complete in itself as 
possible. 


DISTINCTION BETWEEN STATION AND UTILIZATION 
EQUIPMENT 


In a paragraph introductory to the rules for stations 
it is stated that the rules apply to the electrical supply 
equipments of indoor and outdoor stations and sub- 
stations, and also to similar equipment, including gen- 
erators, motors, storage batteries, transformers and 
lightning arresters when in factories, mercantile estab- 
lishments or elsewhere, provided they are in separate 
rooms or inclosures, under the control of properly qual- 
ified persons, when such rooms or inclosures are inac- 
cessible to others. .Thus, the room or rooms in which 
the transformers, high-tension switches and distribut- 
ing switchboard are installed in a factory are regarded 
as a substation, if under the charge of a qualified per- 
son, and subject to the rules for stations. On the other 
hand, the electrical wiring, motors, switches and other 
equipment distributed about a factory or other building 
where employees generally have more or less access to 
them are regarded as utilization equipment. 

The rules for utilization equipment have been pre- 
pared for circuits and apparatus at not over 750 volts. 
Anything inclosed in rooms not accessible to employees 


generally will come under the rules for stations. Any- 
thing of higher voltage than 750 not so inclosed, and 
remaining accessible to others than properly qualified 
electrical operators, must, in addition to complying with 
the rules for stations and such of the utilization rules 
as apply, have all live parts incased in permanently 
grounded metal conduit or cases or otherwise guarded 
to prevent access or unsafe approach by any person to 
the live parts. 


OVERHEAD LINES 


The most difficult section of the rules to prepare has 
been that on overhead lines. There is so much differ- 
ence of opinion and of practice, and so much of the 
printed material has been proved not to be suitable for 
use in these safety rules, that it was necessary to study 
the subject thoroughly and start afresh on many points. 
The rules for crossings of energy-transmission and sig- 
nal lines over railways and other transmission lines, 
for conflicting lines, for clearances between conductors 
on the same lines, for climbing space, attachments to 
poles, etc., have been studied and discussed in confer- 
ences very thoroughly and while they are not as yet in 
all respects satisfactory, they have met general approval 


from many very competent engineers who have exam- 


ined them. 2 

No restriction is placed on, the voltages that may be 
carried on overhead wires, either in the country or in 
cities, but higher grades of construction and greater 
precautions are specified for high voltage wires. 
ably the greater number of accidents from 2300 volts 
on the streets is partly due to the fact that the line 
construction concerned is inferior to that usually pro- 
vided for 6600 volts or 13,000 volts. 

The danger from fallen wires due to breaking of the 
wires or failure of.the poles makes it very necessary 
to require something definite respecting the strength 
of construction of overhead lines in cities and congested 
communities, apart from the requirements made for 
crossings and conflicting lines. But the requirements 
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are not so high as for crossings over railroads or for 
crossings or conflicts with signal lines. Hence two 
grades of construction are specified, these being desig- 
nated as A and B, and they differ only with respect to 
the factors of safety specified for the supporting struc- 
tures. For steel structures and reinforced-concrete 
poles and cross-arms the factors of safety are three and 
two for grades A and B respectively; for wood poles 
they are four and two respectively. 

Those who are familiar with crossing specifications 
that specify a factor of safety of six for wood poles 
may regard four for the highest grade of construction 
as too low. But careful consideration of the question 
seems to indicate that six is an excessive factor of safety 
even for new poles, when reckoned on the basis adopted, 


which is the same as that usually taken, namely, assum-. 


ing all wires loaded with ice to a radial thickness of 0.5 
in. and a wind pressure of 8 lb. per square foot on the 
sectional area of the wires and on the poles. This cor- 
responds to a wind velocity of about 60 m.p.h. When 
a high factor of safety is assumed it is generally in part 
to provide for extreme conditions, but, in this case, be- 
cause of their known though rare occurrence, fairly ex- 
treme conditions are assumed as the basis of calcula- 
tions of the wind pressure, and a factor of safety of 
four requires considerable guying of poles when as 
many as twelve No. 2 wires are carried on a 40-ft. pole 
line. 

It is provided that wood poles and cross-arms shall 
be replaced when their factors of safety have decreased 
to one-half that required when new. This is not a severe 
requirement where poles are guyed, as the support of 
the guys is included in the calculation of strength. But 
in cities it happens frequently that guys cannot be used, 


‘and in such cases this requirement makes it necessary 


to keep careful account of the depreciation of the poles. 
There is much need of experimental work to determine 
more accurately the extent to which guyed poles sup- 
port unguyed poles one or more span lengths away and 
other quantities that enter into the calculation of fac- 
tors of safety of overhead lines. It is hoped that before 
the rules are revised in 1916 much additional informa- 
tion will be available that will be useful in line con- 
struction as well as in making the requirements more 
precise and treatment more adequate in this section 
of the safety rules. 

Sag tables are given for hard-drawn copper, and 
aluminum wire and minimum sags are specified, so that 


a factor of safety of two will be obtained for the con-- 


ductors under the extreme conditions specified. It is 
specified that the sags in the case of soft-drawn copper 
be at least double those for hard-drawn copper, the ul- 


timate strength of soft-drawn wire being only one-half: 


that of hard-drawn wire. Under this rule soft-copper 
conductors under heavy loading of ice and wind will 
stretch and the sag will increase. This serves as a 
safety measure to prevent breaking, but makes it neces- 
sary to tighten up the wires frequently after severe 
storms to keep the clearances normal, and to prevent 
blowing together. Most companies prefer to do this 
rather than use hard copper for distribution lines. 
One important difference from some specifications 
previously proposed is that in the present rules clear- 
ances are specified for normal temperatures and with- 
out ice loading or wind, so that the company or in- 
spector can tell by examining the crossing or line under 
normal conditions whether it meets the rule. Some of 
the previous specifications have provided that the clear- 
ance should be'a certain amount under the most severe 
conditions of wind and of ice-loading. This made it 
practically impossible, when the line was inspected un- 
der normal conditions, to tell whether the requirement 
had been complied with or not, since the exact condi- 
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tions are not stated and so many varying factors enter 
into the problem. ; 

In general the rules have been so drawn as to specify 
the results to be attained and often the method, leaving 
as much as possible of the details to the discretion of 
the companies. 


EXISTING INSTALLATIONS 


The rules of Parts 1, 2 and 3 apply, of course, to all 
new installations, unless modified for special reasons by 
the proper administrative authority. The question as 
to what extent they should apply to existing installa- 
tions has been considered carefully. Obviously, if they 
did not apply at all to existing installations, they would 
have comparatively little useful influence for many 
years to come. 

The statement made in the introduction to the rules 
in regard to this question is as follows: 

“The rules apply to existing installations: (a) in 
extensions and reconstruction, except where for special 
reasons this is impracticable; (b) in cases of serious 
danger that can be obviated by conforming to the rules; 
(c) in the placing of guards and grounding of parts for 
the protection of employees and others where the ex- 
pense is not substantially greater than would be re- 
quired for providing such protection for new equip- 
ment.” ; 

The time allowed for compliance with (b) and (c) 
will, of course, be fixed by state or municipal adminis- 
trative authorities. 

It is not expected that expensive changes will be made 
in existing equipment in order to comply with the rules 
except in so far as it is necessary to do so in order to 
remove a source of serious danger. But in most cases 
grounding of machine frames, instrument cases or con- 
duits, or erecting of suitable guards (where exposed 
live parts require it), can be done at substantially the 
same expense as though it were new equipment, and in 
all such cases it is expected that it will be done within 
some reasonable time. 


INTRODUCTION OF THE CODE 


It is the hope of the bureau of standards that when 
the code has been revised once more and approved by 
the Washington conference and republished, it may be 
adopted very generally and with the minimum changes 
by individual states and cities. It is suggested, how- 
ever, that the first year may be made a trial year, dur- 
ing which the companies, inspectors and commissions 
may become thoroughly acquainted with its practical 
operation, and that it be not inforced in any strict sense 
until after the first year. We believe that if the util- 
ities and other companies coming under it are invited 
to “try out” the code, to comply as well as they can, to 
report wherein it is not satisfactory, and to assist in 
the effort to remedy its defects by revision at the end 
of the first year, far better results will be attained in 
the end than if it were made compulsory at the start. 
Some commissions and municipalities might delay 
adopting it formally if a strict inforcement were ex- 
pected from the beginning, whereas they might be 
entirely willing to adopt it at once in the experimental 
way suggested. It is believed that this plan will secure 
the full co-operation which is much to be desired. 

A copy of the preliminary edition of the first three 
parts of the code will be sent on request to anyone 
wishing to receive it, as well as a copy of the revised 
operating rules, which will shortly be issued as the 
second edition of Circular No. 49. When the first three 
parts are republished after approval by the Washington 
conference, the operating rules will be added and the 
whole will constitute the complete National Electrical 
Safety Code. 
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Operation of Motor and Trailer Combinations Has Relieved Traffic Congestion in Downtown Section — De- 
scriptions of the Service and the Trailers Used are Presented 


Since October, 1913, the New York Railways—Roches- 
ter Lines has been operating a rush-hour train service 
comprising a total of twenty-five units, each made up 
of a sixty-four seat center-entrance trailer and a forty- 
four seat end-entrance motor car. As yet the company 
has made no detailed studies of loading speeds, but it 
does know that the increase of 145 per cent in the seat- 
ing capacity per train has relieved the congested por- 
tion of Main Street far more than would have been 
possible with an equivalent seating addition in individ- 
ual motor cars. The adjustment for trailer service was 
made by cutting down by one-third the number of sched- 
uled stops on all prepayment lines, and these are the 
only ones on which trailers are operated. This change 
eliminated stops as short as 250 ft. and lengthened a 
number to, say, 500 ft. 


TRAILER SERVICE 


Owing to the large proportion of factory business, 
the morning rush in Rochester begins as early as 6 
o’clock and ends with the high school service at 9 a.m. 
The evening rush ranges from 4:30 to 7 o’clock. The 
number of trains per line is now as follows: 


Matin ands WGste arise: cantretcre nce seven morning, seven evening 
Parsellsand Genesee. .'..ccewis se sve ss six morning, seven evening 
North. and SouthiClinton vices tacen ues six morning, seven evening 
University and Lyell........ one morning with two from Genesee 


Lake Avenue (Kodak Plant).......... two morning, two evening 


In some cases, as that of the Parsells and Genesee 
run, the trains are, run as extras on one line and then 
as regulars on another. 

The effect of trailer operation on relieving conges- 
tion on Main Street between State and Clinton Streets 
is well indicated by stating what the headways are 
now and what they would have to be if single cars were 
operated. In the case of the Main and West and the 
Parsells and Genesee lines the headway would have to 
be three minutes instead of five minutes, and the cars 
so operated would have to find a place among cars of 


non-trailer lines with the following schedules: Park 
and Dewey, two minutes; Lake and Monroe, two min- 
utes, and Portland and Plymouth, three minutes. It 
must be appreciated, too, that the portion of Main 
Street used by all of these lines is the business heart 
of Rochester, with heavy passenger loading and plenty 
of: interference from other traffic. It may be added 
that before rerouting its downtown lines in 1913 the 
company was trying to operate 160 cars in each direc- 
tion every hour over Main Street between State and 
Clinton Streets. After rerouting, but before trailer 
service was begun, the number was cut to 110. The 
company now operates the same number of cars but 
with fewer train units, because of trailers, and with 
greater seating capacity. 


ELECTRO-MECHANIGAL FEATURES 


Each trailer is hauled by a 24-ton motor car which 
carries four 50-hp motors. The company has forty 
motor cars of this type in service, and as they are 
really over-motored for Rochester conditions they serve 
their present purpose admirably. 

The trailer itself is so designed that eventually it 
may be used as a two-motor car. In this case one of 
the panels at the motorman’s end would be replaced 
with a door, and 26-in. wheels with suitable motors 
would be substituted for the 24-in. wheels. The height 
of the first step would be changed from 13 in. to 15 in. 

The trailer as furnished by The J. G. Brill Company 
is built up of 4-in. plate with angle-iron underframe, 
but in future cars a channel-iron underframe would be 
used to save weight over the present equipment, which 
was built under emergency conditions. The sides are 
stiffened by a dropper bar 3 7/16 in. x 1 in. x % in. 
which is carried all the way around the car. This car is 
46 ft. 744 in. over the body and weighs, completely 
equipped, 28,200 lb. 

A striking innovation is that the well extends far be- 
yond the door opening, its length being 16 ft. 3 in. com- 
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ROCHESTER TRAIN OPERATION—ELEVATION AND PLAN O F TRAILER, SHOWING HOW THE WELL EXTENDS GREATLY 
BEYOND THE DOOR WIDTH 


pared with 5 ft. 6 in. for the doors. 


-of the car. 
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POSITION OF LEVERS SHOWN WITH BRAKES SET 


‘ROCHESTER TRAIN OPERATION—UNUSUAL UNDERSEAT LAYOUT OF AIR-BRAKE EQUIPMENT AND BRAKE LEVERS TO 


OPERATE LOW-FLOOR TRAILER 


This construction 
was introduced to hasten the loading and unloading 
If the riser is in line with the door open- 
ing it is thought the sudden change in level hinders 
maximum entrance speed and quick starting where, 


say, more than ten passengers are taken on. The Roch-. 
ester arrangement permits a large number of people 


to enter the well at one time before any one of them has 


‘to take a step upward. The less agile passengers tend 


to seek the longitudinal seats of the well while the 


others hasten to the cross-seats on the higher level. 


The cross-seats are 36 in. over all, with an aisle space 


-of 23 in. 


The height at the doorway edge of the well is 13 in. 
The floor of the well is first inclined 2 in. upward to- 


-ward the center and then another 3 in. in a longitudinal 
distance of 8 ft.6 in. Next a riser of 11 in. is met, fol- 


lowed by a slope of 2 in. in 5 ft. to the bolster line, 


where the maximum height of the car floor above the 


rails, 2 ft. 7 in., is attained. 
The doorway is served by two clear glass sliding 


‘doors which are operated by Consolidated mechanism. 


During very cold days in the winter of 1913-1914 some 
trouble was experienced from sticking doors. This was 


first thought to be due to failure of the air supply, but it 


was finally traced to the freezing of oil. This trouble 


‘was readily corrected. 


The exceptional width of the well and consequent 
scant clearance to the pavement beneath led to a special 


arrangement of the air-brake equipment which, except 


for the compressor, includes the usual appurtenances of 
a Westinghouse straight air system with automatic 
emergency features. As it was necessary to get both 
the brake cylinder and reservoir under the seating, 
holes were cut out in the floor for them accordingly. 
Further, the brake cylinder is installed at an angle. Its 
levers are below the floor level, while the pull-rods, 
located in this instance on the opposite side of the cyl- 
inder, are above the floor level. The by-passing of the 
pull-rods is effected under the car seats as shown, one 
rod being a little longer than the other. Each of these 
pull-rods is carried beyond the trucks to a lever which 
has a short pull-rod extending backward to the corre- 
sponding truck, as indicated on the drawing. 

The trailer is attached to the motor car with Tom- 
linson couplers, and a jumper crossing is provided to 
supply energy to the door motor, the forced draft heater 


motor, the lamps and the light signal which is dis- 


played in the motorman’s cab when all doors of a train 
care closed. 

The trucks are of Baldwin design built with off-center 
bolsters in accordance with the suggestion of G. M. 


Cameron, master mechanic of the Rochester Lines. 
This construction will permit the trailer trucks to be 
used eventually as motor trucks with the same distribu- 
tion of tractive effort now standard on Rochester maxi- 
mum traction equipment. 


Economy in Stationery Forms 


I. A. May, comptroller of The Connecticut Company, 
New Haven, Conn., has recently issued a notice to the 
department heads of that company giving some sugges- 
tions as to ways and means in which they can practice 
economy in ordering stationery forms. The notice calls 
attention to the stock sizes in which paper is manufac- 
tured, cut and sold. These sizes are usually 17 in. x 22 
in., or 34 in. x 22 in., and all forms used by different 
departments should be ordered in some such multiple of 
these sizes. The notice says therefore: “Order all paper 
blanks or forms 81% in. x 11 in., or some exact multiple, 
sub-multiple or division of these dimensions. Study 
the form you are about to order and if it is not some 
multiple of 8% in. x 11 in. then draft out a new blank 
that is. The department using the form is in a better 
position to make changes than the printer or multigraph 
clerk. One exception to the above may be paper or 
forms 8% in. x 14 in., this being regular legal cap. 

“Why not save money? Paper is heavy and costs 
from 6 cents to 13 cents per pound; there should be 
no odd sizes and no waste. The employees can save for 
the company a substantial sum in one year by studying 
standardization as outlined above. Protect your sta- 
tionery from dirt and dust. Do not use new envelopes 
for telephone messages, etc. Use scratch pads. Saving 
first should be given a place with safety first.” 


Compensation Law Figures for First Six 
Months 


Some interesting figures are reported by the New 
York State Compensation Commission on the operation 
of the workmen’s compensation law for the first half 
year of its enforcement. Claims numbering 18,930 
were allowed, on which compensation totaling $1,576,801 
was paid, the average sum paid in each case being $83. 
During the period from July 1, 1914, to Jan. 1, 1915, a 
total of 130,723 workmen were injured, but only 22,221 
claims for compensation were made. The disparity is 
due to the fact that compensation is allowed only for 
injuries resulting in disability for more than fourteen 
days, and also that many injuries occurred in employ- 
ments not included under the law. 

The law covers 180,000 industries, which employ 
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2,000,000 workmen. On Dec. 31, 1914, there were-7119 
policies in force, on which the semi-annual premiums 
amounted to $692,583.64. Dividends ranging.from 15 


per cent to 50 per cent have been allowed to’ policy- 
holders on the first six months’ experience. 


Transportation in the Fair Grounds 


Intramural Railway, Auto Trains, Rolling Chairs and 
Moving Platform at the Panama-Pacific 
International Exposition 


In laying out the Panama-Pacific International Expo- 
sition grounds the designers made special effort so to lo- 
cate the various structures that chief points of interest 
would be as close together as consistent with the de- 
sired architectural effect. This has been accomplished 
with marked success, but owing to the imposing height 
of the facades and the consequent width of avenues 
required, considerable distances have to be covered in 
visiting even a few of the palaces. The total length 
of the aisles between exhibits in the main group of 
palaces alone is more than 42 miles, and as the Marina, 
or ocean boulevard, is 21% miles in length, the absolute 
necessity of an efficient system of intramural trans- 
portation is at once evident. Recognizing this, the 
exposition has granted concessions for three indepen- 
dent means of transportation; by steam railroad, by 
auto train and by wheel chairs. 


THE “OVERFAIR RAILWAY” 


The steam line, known as the “Overfair Railway,” 
operates over 2'% miles of double-track line, running 
practically the entire length of the grounds. The loco- 
motives which have been built for this railway corre- 
spond in every respect with the standard Pacific type 
engines, except that all dimensions are only one-third 
full size. The same scale has been carried out in all 
the rolling stock, only the seats for the passengers 
being full size. The track gage is 19 in. Passenger 
cars are 42 in. wide and 20 ft. long, being equipped 
with full-width cross-seats and canopy tops. : 

The system has a total of seven stations, including 
two terminals, and, when operating ten-car trains, the 
total carrying capacity is about 1600 passengers. The 
trains travel at a normal rate of 10 m.p.h. Each sta- 
tion is provided with turnstiles and pay-as-you-enter 
coin boxes, so that no fares are collected on the trains. 
In addition to the trackage there have been built 
within the exposition grounds repair shops, round- 
houses, turntables and depots. The rolling stock has 
all been built at the machine shops of the concession- 
aire at Oakland, Cal., and the total investment in the 
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system, including all equipment, is placed at $150,000. 

Six Pacific-type locomotives and one switch ot 
have been built. The former are 17 ft. long and weig 
21,000 Ib. each. They operate under a steam pressure 
of 200 lb. per square inch, although the boilers with- 
stood a water test of 460 lb. per square inch without 
developing any leaks. At present anthracite coal is 
the fuel used, but since the system was put in opera- 
tion it has been decided to convert the locomotives to 
oil burners. The locomotives have the regulation air- 
brake equipment, and a complete block-signal system 
is being installed under the supervision of Southern 
Pacific signal engineers. The concession is held by L. 
M. MacDermot of Oakland, Cal., who personally de- 
signed and supervised the construction of all the roll- 
ing stock. 


AUTO TRAINS 


To provide access to various parts of the grounds 
not reached by the “Overfair Railway” a concession 
has been granted for the operation of auto trains. 
These are made up of two or three open trailers at- 
tached to a small auto tractor whose normal rate of 
travel is about 544 m.p.h. Seventeen of these trains 
are in service, and they make a circuit through the 
grounds about 2.2 miles in length. The cars each have 
a seating capacity of twenty, so that with all trains in 
operation the total carrying capacity is about 1020. 

The auto trucks are equipped with 26-hp Ford en- 
gines geared down so that for five revolutions of the 
flywheel the rear axle turns once. They are mounted 
on special chasses with 21-in. x 5-in. wheels with solid 
rubber tires. The trailers are built with longitudinal 
seats facing outward and flanking the central aisle 
used by the conductor in collecting fares. The trailers 
have 24-in. x 314-in. wheels, also equipped with solid 
rubber tires. The braking system consists of a shoe 
connected midway in the drawbar which is automatic- 
ally forced downward when the tractive pull is slack- 
ened. The step from pavement to footrest, which over- 
hangs the wheels by 17 in. on each side, is about 6 in. 
The design of a coupling that would make the trailers 
track effectively has been the chief problem in the work- 
ing out of the details of these trains. A coupling of 
entirely original design was finally developed, but the 
details have not been made public pending a decision on 
patent applications. 


WHEEL CHAIRS 


The two methods of transportation already described 
do not take visitors inside any of the palaces, although 
it is to be noted that most of the time spent on foot 
is in visiting the exhibits and covering the many miles’ 


AUTO TRUCK 


AND THREE TRAILERS AT THE PANAMA-PACIFIC EXPOSITION 
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of interior aisles. To meet requirements in this, direc- 
tion wheel chairs, resembling those used at..Atlantic 
City, are provided to be rented by the hour to visitors. 
Three types are available: the ordinary wheel chair for 
one or two passengers to be pushed by an attendant; 
the same chair with a bicycle attachment which the 
attendant rides, and the electric storage-battery chair 
for two, which is operated by one of the passengers, 
the maximum rate of travel.for the latter being about 
3m. p. h. The wheel chairs are allowed within the 
main palaces at certain hours, and as there are prac- 
tically no stairways on the grounds it is possible to 
cover the entire exposition without any considerable 
amount of walking. 


A 1147-Foot MoviINnG PLATFORM 


Although not to be classified as a feature of the 
general transportation scheme, there is within the 
grounds what is said to be the largest moving platform 
yet built. This encircles the 200-ft. x 565-ft. oval 
amphitheater of the Panama Canal concession on the 
Zone. The platform is 1147 ft. in length and has a 
seating capacity of 6000. It is divided into 8-ft. sec- 
tions so it can move freely around the curves, and each 
section is inclosed. by a 2-in. pipe railing. Electric 


' motors are used for operating the platform, on either 


side of which a rack-and-pinion drive is arranged be- 
neath the floor. It moves continuously at a speed of 47 
ft. per minute, making its complete circuit once in 
twenty-four minutes. Each seat on this moving plat- 
form is provided with a telephone receiver and each 
spectator receives his own independent lecture on the 
points of interest in the course of his journey along 
the Canal Zone. The relay-telephone system in use 


_was recently developed for this purpose in the labora- 


tory of Thomas A. Edison. 


New Special Work Standards 


New standards recently adopted by the Manganese 
Track Society and the Manganese Steel Foundries So- 
ciety have just been issued in booklet form. A stand- 
ard contour for grooves in crossings and frogs and a 
standard flare in the guards of solid manganese steel 
crossing arms and wings of solid frogs were adopted by 
these societies and are illustrated in this booklet. 
Standard specifications for manganese steel in castings 
for track work have also been adopted by the joint 
standardization committee and include the following 
elements in chemical composition: 


Percentages ; 


nor ee E aed eee at 

Hlementts Not less than Not more than 
MAN PANGS Ne foo watahcpele lca) uisueial cadre te 0) oc 10.00 14.00 
CAP DOM ecu eee cle oe crake are orth ste os 1.00 1.40 
IPROSOMOFUS co. ckesiste via.s sexes 0, totale oe atte s 10 


The specifications also provide that drillings from 
the finished articles shall be furnished to the inspector 
from time to time on request for check analysis. A 
rough cast specimen 34 in. x 1% in. in size shall bend 
cold on the flat side around a diameter of 1 in. to an 
angle of 180 deg. without breaking. The bending may 
be accomplished by pressure or by blows. Bending test 
demonstrations from test bars poured from the same 
heat as the castings, when required, shall be made in 
the presence of the inspector at the foundry where the 
castings are made. 


The employees of the Ottumwa Railway & Light Com- 
pany, Ottumwa, Ia., have organized an employees’ club. 
The company has turned over a portion of the basement 
of the office -building for the club’s quarters and this 
will be fitted up with billiard and pool tables, etc. 
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Statistics of Steam Railways 


Report of the Interstate Commerce Commission Gives In- 
teresting Comparative Figures for the 
Years 1913 and 1914 


According to a preliminary abstract of the twenty- 
seventh annual statistical report of the Interstate Com- 
merce Commission covering the fiscal year ended June 
30, 1914, made from the annual reports of carriers 
having’ operating revenues above $100,000 and of car- 
riers operated under agreement or lease by these com- 
panies, the steam roads in the United States on June 
30, 1914, represented 247,397.59 miles of line operated, 
including 11,298.88 miles used under trackage rights. 
The aggregate mileage of railroad tracks of all kinds 
covered by operating returns for these roads was 377,- 
102.45 miles. There were 64,760 locomotives in service 
on June 30, 1914, an increase of 1382 over the previous 
year. The total number of cars of all classes was 
2,503,822 (or 58,814 more than on June 30, 1913), 
which equipment was thus assigned: Passenger serv- 
ice, 53,466 cars; freight service, 2,325,647; company’s 
service, 124,709. The total number of persons reported 
as on the payrolls was 1,695,483, or an average of 685 
per 100 miles of line. As compared with corresponding 
returns for June 30, 1918, there was a decrease of 
119,756 in the total number of such railway employees. 
The total amount of wages and salaries reported as paid 
to railroad employees during the year was $1,373,- .- 
422,472. 

On June 30, 1914, the par value of the railroad cap- 
ital outstanding was $20,247,301,257. This amount in- 
cludes capital held by the railroads concerned, as well as 
by the public. Of the total amount of such capital 
outstanding, there existed as stock $8,680,759,704. Of 
the total capital stock outstanding $3,019,020,981, or 
34.78 per cent, paid no dividends. The amount of 
dividends declared during the year was $451,263,197, 
being equivalent to 7.97 per cent on the dividend-paying 
stock. The average rate of dividends paid on all stocks 
outstanding was 5.2 per cent. No interest was paid 
on $1,331,581,452, or 11.94 per cent, of the total amount 
of funded debt outstanding (other than equipment 
trust obligations). 

The figures presented below include the expenditures 
for new lines and extensions during the fiscal year 
1914: Investments to June.30, 1914, (236,706.60 miles 
of line represented) $16,936,697,840; investment to 
June 30, 1913 (234,220.06 miles of line represented) 
$16,424,359,514—increase over 19138, $512,388,326. This 
increase was divided: Expenditures for additions and 
betterments, $516,061,290; expenditures for new lines 
and extensions, $121,705,678, and miscellaneous charges 
unclassified, $851,008, less credits, $126,279,650. 

The number of passengers carried during the year 
ended June 30, 1914, was 1,053,138,718, the increase 
over 1913 being 19,459,038. The average receipts per 
passenger per mile for 1914 were 1.982 cents; the 
average receipts per ton-mile, 0.733 cent. The average 
operating revenues per train-mile were $2.45, and the 
average operating expenses per train-mile, $1.76. The 
ratio of operating expenses to operating revenues was 
72.21 per cent. 

The operating revenues for the year ended June 30, 
1914, were $3,047,019,908 and the operating expenses, 
$2,200,313,159. The corresponding returns for 1913 
were: Operating revenues, $3,125,135,798, and oper- 
ating expenses, $2,169,968,924. The operating revenues 
per mile of line operated (including line operated under 
trackage rights) averaged $12,400 and the operating 
expenses $8,955 for the year. 
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Reducing Accidents in the Milwaukee 
Shops 


ay —— 


All Machines Are Covered with Guards to Insure Greatest 
Safety to the Employees 


In line with the safety movement on The Milwaukee 
Electric Railway & Light Company’s property, the gen- 
eral repair shops during their construction and since 
their completion have received much thought in regard 
to safe operation. All machine tools were purchased 
with a clause in the specifications requiring that they be 
guarded in accordance with the regulations of the Indus- 
trial Commission of Wisconsin. Before the company 
moved into its new shops at Cold Springs, practically 
all the old machines were fitted with guards to attain the 
greatest safety consistent with practical operation. 

From time to time numerous special devices have 
been added to the safety equipment. Thus the car trans- 
fer tables have been supplied with bells which signal 
automatically as the table is moved; all emery wheels 
are supplied with safety collars while the operators of 
all grinders are furnished with goggles. Following re- 
ports of accidents or in anticipation of them, guards of 
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various kinds have been added to the machine tools, or 
other precautionary measures have been taken to elimi- 
nate the recurrence of certain types of accidents. i" 

For the past year the enforcement of regulations for 
safety in the shop has been placed largely in the hands 
of special committees which are under the general su- 
pervision of the shop inspector. The personnel of these 
committees includes gang leaders, or rank and file em- 
ployees who have suitable qualifications for such work. 
There are one or more representatives of the committee 
in each department of the shop, and they are accordingly 
charged in a general way with the safety of their fellow 
employees. It is the duty of each committeeman to 
make a detailed report of and comment on all accidents 
in his department. Suggestions for any device or im- 
provement to remove the cause of the accident described 
are also included in such reports. These reports are 
filed with the chairman of the committee, who personally 
investigates the accident, notes its cause and effect, and 
makes a record on the monthly accident summary. 

In order to impress the employees in the various de- 
partments with the importance of this work and to give 
them some line on the most hazardous occupations, a 
summary of all accidents is prepared on a large-scale 
chart which is posted in conspicuous places in each de- 
partment. This summary classifies the accidents as to 
causes and allocates them to the various shop depart- 
ments. In order to set forth more clearly the causes of 
the accidents which are most hazardous, a graphic com- 
parison of accidents is made a part of this chart. A 
graphic chart is shown in one of the accompanying illus- 
trations. It is believed that the moral effect of dissemi- 
nating this accident information has also tended to re- 
duce shop accidents. Although accidents continue to 
occur after one year’s operation, it is apparent that 
serious accidents have been appreciably reduced in num- 
ber and that very little working time is lost because of 
minor casualties. Records for previous years also show 
that the average number of accidents per month in the 
shops was about fifty, while the average shown for the 
year 1913 has been lowered to twenty per month. This 
accident percentage is based on the employment of ap- 
proximately 350 men. 
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The Jitney Bus in Los Angeles 


Los ANGELES RAILWAY 
Los ANGELES, CAL., April 8, 1915. 
To the Editors: 

The first jitney bus was operated in Los Angeles on 
July 1, 1914, over a route 4.33 miles in length. This 
was a five-passenger automobile. It continued to oper- 
ate for two or three weeks alone and attracted little 
attention. Then, one by one, other machines of a 
similar character entered the work. On Sept. 22 twelve 
of them were operating on the original line, and on 
Oct. 16 twenty-seven autos were operating on two lines. 
About this time a local paper espoused the cause of the 
bus drivers in such a way as to lead the people to be- 
lieve that there was great profit in the work. This 
resulted in the rapid increase of the jitney-bus service. 

Careful checks were made from time to time from 
the beginning of this service, accurate records being 
kept of the license number of each automobile found in 


the service. The number of buses found in service on 
the various dates is shown in the following table: 

cee 6 wlote we Met Ih 71 sifeha, Zep TIGR Mente ate wees 556 
ICs nt OF a 251 Tehri hl Bi wish peek oe eat See 501 
NOL eeLO M1 OTEE: . oo cot i 304 Afsyats DA hs A See 452 
INowmGsO14tC kh ac cc cnee 433 Mabie. Lol butis So eo deks eae 466 
Nov. 30, SION ey nek aie een 543 Feb. Coates Races oreA | 349 
Dec. MOA Tae cists, ors igth 2 ove T47 March Pes. ate tierene ae 486 
Dec. 31, TGA AEE ate Ua 761 March DsaOUbi tesco. cnet 499 


Sixty-six of the buses found in the check made on 
March 1 were not found operating on March 18, but 
there were seventy-two new ones on March 18 that had 
not been operating on March 1. Buses are now operated 
over nine routes in competition with the cars of the Los 
Angeles railway, making the following one-way mile- 
ages: 3.52, 3.58, 4.10, 4.33, 4.68, 5.03, 5.04, 5.14. 5.82. 

The unreliability of the jitney-bus service, as com- 
pared to that furnished by the street cars, is well illus- 
trated in the number of revenue trips into and out of 
the city made by the buses between 6 a.m. and 6 p.m. 
on certain dates as follows: 


Date of Check Round Trips Date of Check Round ete 


Nov. 30, 1914 (clear)....2657 Jan. 4, ow (ClEAL) sees 9 
Dec. 3, 1914 (clear)....... 3315 any eA LOO ClOAT ye. <0 2987 
Dec. 4, 1914 (raining)... .2994 Jan. he 1915 (raining)...1563 
Dec. 10, 1914 (raining) ...2179 ade , 1915 (Clear) cs <i stus 3482 
Dec. 31, 1914 (clear)..... 3200 Feb. 71915 (Sunday)....1526 


On the mornings when a oe rain was falling not 
5 per cent of the jitney buses went into service, but 
they would all be in service within an hour after the 
rain stopped. On Jan. 28 it rained more or less all day, 
and about 5 p.m. the rain set in with great violence 
and continued all night. The checkers found that by 
6 p.m. the jitney buses had practically disappeared from 
the streets. During all of these rains the street cars 
made every scheduled trip. 

The City Council in Los Angeles has passed an ordi- 
nance in relation to the jitney-bus service of which 
the vital portions are that each driver must carry an 
identification card and at the time of making applica- 
tion for his license must furnish two photographs of 
himself, taken within thirty days of that date, one to 
attach to the identification card and one to his appli- 
cation. He must be examined regarding traffic regula- 
tions and must demonstrate his ability to drive the 
motor bus he intends to operate. 

The permit to operate a bus sets forth the route over 
which it must operate and the terminal points of such 
route, but the route may be changed at any time by 
filing a written application with the Police Commission 
and the payment of a fee of 50 cents. A fee of $1 is 
charged at the time of the issuance of the original 
license. Buses are not allowed to discharge passen- 
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gers within 50 ft. of a cross street in the business 
section of the city nor within 75 ft. of a cross street 
where street car tracks turn. Each bus must carry a 
sign showing the fare charged, the route traversed, the 
terminals of the route and the license number. 

No more than one passenger or one passenger with 
child in arms is permitted upon the front seat, nor to 
occupy any portion of the bus forward of the back of 
the driver’s seat. Each driver must file in the office 
of the city clerk a bond in the sum of $5,000, which 
shall inure to the benefit of the city of Los Angeles, 
and shall provide for faithful observance of the ordi- 
nance, or for the benefit of any passenger or other per- 
son who may be injured on account of the misconduct 
or negligence of the driver of the bus. 

The Los Angeles jitney-bus operators have hereto- 
fore been paying $15 per quarter as license fee, but 
through a ruling of the city attorney, effective April 
1, 1915, they are being charged only $7.50 per quarter. 
This is in addition to the $1 referred to in the regula- 
tory ordinance. However, the jitney-bus operators 
consider the conditions laid down in the ordinance as 
onerous, and have filed with the city clerk a referendum 
against the ordinance. This, under the law, prohibits 
the ordinance from being put in effect until it has been 
submitted to the people at an election. 

The following clipping from a Los. Angeles daily 
paper of April 2 indicates that there may not be very 
much protection to any one injured in connection with 
the operation of one of these jitney buses, even if the 
bond which is offered is in force: 

“A joker that has appeared in the insurance policies 
offered to jitney-bus drivers may cause the Los Angeles 
City Council to emulate the example of Oakland in 
dealing with the jitney-bus question. It also may 
further complicate proceedings surrounding Council 
action, it is said. 

“The joker—so called because it is situated far down 
in the liability policy—relieves the insurance company 
of the responsibility of payment of damages until 
after the bus owner himself has paid them. The com- 
pany then reimburses the bus owner. It has been 
pointed out that if the bus owner is financially irrespon- 
sible the persons injured might never receive damages. 
The insurance company, it is said, could withhold pay- 
ment to the bus owner until he had recompensed the 
injured parties. 

“The Oakland Council, in adopting an ordinance 
concerning the operation of jitney buses, is said on 
good authority to have inserted a proviso making it 
compulsory for the insurance company to make good 
the damages whether or not the bus owner they have 
insured can do so. The companies immediately in- 
creased their rates.” 

In the checks made since Jan. 1, 1915, the record 
shows that 802 buses have worked in the jitney service; 
but on March 18 only 492 of these were operating, a 
From the best information 
that we can secure, the cheapest operated five-passenger 
auto bus costs nearly 5 cents per mile to operate ex- 
clusive of wages, but including depreciation. The 
average earnings of these machines, however, do not 
exceed 5 cents per mile. In fact, from the checks made 
of the passengers carried, with 20 per cent added for 
short riders who did not pass the checkers, it was found 
on four different days that the average earnings were 
4 cents, 4.9 cents, 4.6 cents and 4.8 cents per mile. 

The fact that so many of these drivers are con- 
stantly retiring from the work proves that the above 
calculation is very nearly right. The average period 
for a driver to stick at the work is about sixty days. 
It requires that length of time for him to learn that 
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he is not taking in money enough to keep up his re- 
pairs, and that his wages come out of the machine. 
In California the State derives its revenue exclusive- 
ly from taxation of the gross incomes of corporations. 
This gives the State a vital interest in the revenues 
of corporations. In a recent hearing before the rev- 
enue and taxation committee of the Legislature at 
Sacramento, with a view of arriving at some basis 
by which the State could levy a license on jitney-bus 
operators to make up for the loss from the reduction of 
the income of the railways, the representative of the 
jitney-bus interests pleaded that no regulation should 
be levied by the State for the reason that the opera- 
tors of these buses were poor men and could not af- 
ford to pay a license to the State. A member of the 
committee took the position that from the very fact 
that the operators of these buses were poor men they 
were, therefore, incompetent to assume the obligations 

incident to the public-carrying business. 

From the experience in Los Angeles it appears likely 
that the jitney-bus business will continue on the pres- 
ent basis until such time as full responsibility is placed 
upon persons engaging in this business. The fact that 
it is unprofitable does not deter persons from entering 
the service, as there will always be some who do not 
believe the reports they hear and others who are will- 
ing to operate at a loss, as they may be out of employ- 
ment and need the money they can take in daily by this 
simple means. 

In general, five-passenger automobiles constitute 
probably more than 90 per cent of the machines in this 
work, although no careful check has been made of this. 
Checks for short periods show the percentage of seven- 
passenger cars and others with semi-bus bodies aver- 
aged about 7 per cent of those passing the checkers. 

. E. L. Lewis, Superintendent. 


Bay State Arbitration 


BAY STATE STREET RAILWAY COMPANY 
Boston, MaAss., April 12, 1915. 
To the Editors: 

In response to your request for further information 
as to the basis of my statements of ratio of wages to 
revenues in my testimony before the board arbitration 
in Boston last week, I give herewith the table of orig- 
inal data. 


RATIO OF WAGES OF TRAINMEN TO TRANSPORTATION REVENUE 


Wages 
Total Conductors 
Revenue for and 
Transportation Motormen 
(1) Bay State Street Rail- 


Wages as 
per cent 
of Revenue 


way Company ........ $9,276,882 $2,035,657 21.9 
(2) All street railways in 

Massachusetts ...... 38,908,061 8,428,720 vA 
(3) All street railways in 

New England ......: 54,130,142 10,819,328 19.98 
(4) All street railways in 

United States’ .eietact.. 520,184,773 95,451,625 18.35 


In the table items Nos. 1 and 2 give data for year 
ending June 30, 1914, as reported to the Massachusetts 
Public Service Commission and given under the head- 
ings, “Total Revenue from Transportation” and “Wages 
of Conductors, Motormen and Trainmen.” 

Items Nos. 3 and 4 are from Bulletin No. 124 of the 
bureau of the census, which is the latest census report 
on “Central Electric Light and Power Stations and 
Street and Electric Railways, 1912.” $520,184,773 in the 
total of the following revenues: Passenger, parlor, 
chair and special cars, freight, mail, baggage, express 
and milk, and other transportation revenue, as shown 
on page 98, table 16 of this bulletin. $95,451,625 is 
the total wages of conductors and motormen, from 
page 83, table 10: ALBERT S. RICHEY. 
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Bureau of Standards Safety Rules 


ALLEN & PECK, INC. 
SYRACUSE, N. Y., April 9, 1915. 
To the Editors: 

I note in your issue of April 3 an abstract of an 
article appearing in the Hlectrical World of that date 
by Dr. E. B. Rosa, chief physicist of the United States 
bureau of standards, regarding the safety rules now 
in course of preparation by the bureau. I hope that the 
full import of these rules will be realized by the electric 
railway companies. 

The bureau has done an enormous amount of work 
on this code of safety rules, and is endeavoring by all 
means in its power to produce a set of rules which will 
make for the safety of those engaged in the electric 
industry by preventing danger to both life and prop- 
erty. A glance at the representation on the proposed 
committee which the bureau hopes to form for the pur- 
pose of discussion and action on the draft of the rules 
next July, will give some idea of the scope of the work 
as undertaken. It also indicates quite positively the 
attitude of the bureau with regard to its desire to prom- 
ulgate an entirely practicable and workable code. The 
bureau, through its representatives, has expressed very 
clearly in informal conference, as well as by circular 
letter, its desire for the full co-operation of companies 
and individuals interested in the various industries 
whose requirements call for operation of electrical ap- 
paratus and lines. It has frankly asked for sugges- 
tions and constructive criticism of those sections of 
the rules which thus far have been sent out in tenta- 
tive form. This has naturally resulted in redrafts, 
simplified and improved. 

Electric railways are as much interested in this mat- 
ter as are lighting and power companies and industrial 
consumers of power. The electric railways, through 
the American Association and its affiliated associations, 
and the sectional associations, should make it their 
business to become advised of the status of the work 
being done and interest themselves in assisting the bu- 
reau as much as possible. It must be recognized that a 
set of safety rules covering, as this will, the safe oper- 
ation and construction of electrical apparatus and sup- 
ply lines, would assist greatly in standardizing the 
practice of electric companies in all parts of the coun- 
try. To accomplish this, however, the rules must be 
simple and practical, suitable for inserting in the in- 
struction book of any operating company. It is for 
this reason that the bureau should have the fullest 
co-operation of the association and its membership. 

Any company which has undertaken to produce an 
instruction or rule book for the guidance of its electric 
operating and construction forces will readily admit 
that the task of making clear, concise, complete and 
“foolproof” safety rules is a prodigious one, and will 
realize the advantage of having available an adequate 
set of safety rules bearing the stamp of a country-wide 
standard. It is, of course, conceivable that it may be 
necessary and advisable to revise these from time to 
time and that tentative adoption in the first instance 
may be very advisable. In any case, the step must be 
a progressive one and one which is in line with reason 
and logic. The American Association in the past has 
frequently indicated, by its activities, a progressive 
desire to co-operate in matters of interest to its mem- 
bership, and can safely be counted on for active co- 
operation with the bureau. W. J. HARVIE. 

[NotE—An additional article by Dr. Rosa, giving a 
digest of the previous code, is given on page 750 of this 
issue. An editorial on the subject appears on page 741. 
—EDs. | : 
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ANNUAL CONVENTION 
SAN FRANCISCO 
OCTOBER 4 TO 8, 1915 
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Committee Activity Is Conspicuous as May 1 Approaches—President Allen to Speak in Washington Next 
Month—H. H. George Gives Fine Paper in Newark—Elevated Club of Chicago 
Considering Forming a Company Section 


JOINT CLAIMS AND T. & T. COMMITTEE 


The first meeting of the joint committee appointed 
by the Claims Association and the Transportation & 
Traffic Association to handle the problem of claims, 
was held at the Hollenden Hotel, Cleveland, Ohio, on 
April 12. The members present were B. B. Davis, 
Columbus, Ohio; E. E. Slick, Anderson, Ind.; R. P. 
Stevens, Youngstown, Ohio, and A. D. B. Van Zandt, 
Detroit. W. F. Weh, Cleveland, Ohio, was made a 
member of the committee, completing the Claims Asso- 
ciation representation. The question considered was 
the safety-first movement, as it relates to the public, 
to railway employees and to school children. It was 
decided to formulate a set of questions to be submitted 
to member companies as to their experience with films 
and whether they can be exchanged in such a way as 
to broaden the knowledge of all those interested in the 
work that is being done to reduce the number of acci- 
dents. These questions were formulated in the rough 
and left in the hands of Mr. Slick to be put into shape. 
Mr. Stevens, chairman of the meeting, will forward 
them to Secretary Burritt for distribution. 


COMMITTEE ON SCHEDULES AND TIME TABLES 


A meeting of the committee was held at association 
headquarters on April 14, those in attendance being 
Alexander Jackson, Public Service Railway; Howard F. 
Fritch, Bay State Street Railway, and J. C. Nelson, 
Ford, Bacon & Davis. The report on the method to be 
recommended for making and recording periodical 
traffic counts was considered fully. The curves de- 
veloped, showing the influence of frequency of stop on 
schedule speed, together with -the charts showing the 
effects of fully-vestibuled cars on schedule speed, was 
also discussed. A summary of near-side stop practice 
has been developed, and a curve drawn showing the in- 
crease in this method of operation from 1906 to date. 


WASHINGTON COMPANY SECTION 


A meeting of company section No. 4 was held jointly 
with employees of the commercial department of the 
Potomac Electric Power Company on March 22. William 
L. Clarke, assistant secretary of the companies, pre- 
sided. Milton E. Ailes, director of the Washington 
Railway & Electric Company, was introduced by Presi- 
dent C. P. King. He outlined the general business con- 
ditions and gave an interesting history of the develop- 
ment of the local company. Van H. Manning, of the 
United States bureau of mines, then gave a lecture on 
mining. This showed the processes in the production 
of coal and gold and was illustrated with lantern slides 
and moving pictures. The speaker dwelt particularly 
upon mine disasters and the relief work of the bureau 
of mines. The addresses were followed by musical se- 
lections by the Pepco Glee Club, a piano solo, and the 
serving of a buffet lunch. In attendance were forty-five 
members of the section and thirty employees of the 
power company. 

The next meeting will be held on April 30, when 
C. Loomis Allen, president of the association, will ad- 
dress the section on the subject “Individual Effort.” 
This is part of the movement fostered by Mr. Allen to 
bind the sections closely together. 


PUBLIC SERVICE SECTION 


The regular meeting of company section No. 2 was 
held in Newark on April 15, with a large attendance. 
H. H. George, assistant engineer maintenance of way, 
gave an exhaustive paper on the organization of the 
engineering department of the company and gave a de- 
tailed description of its methods of working. With the 
aid of many lantern slides he explained the standards 
of construction and the construction records and de- 
scribed the recently acquired machinery for reducing 
construction and operating costs. He distributed Data 
Sheet No. 4 for the section loose-leaf note-book, contain- 
ing comparative information of the quantities of ma- 
terials entering into track construction in 1895 and 
1914 and the relative costs. This sheet was made the 
basis of a statement of the company’s track practice. 
Martin White, superintendent maintenance of way, sent 
a communication, which was read by President Maguire, 
contrasting track work in earlier years and to-day and 
his statements were emphasized by R. E. Danforth, 
general manager, who showed how engineering esti- 
mates are often low due to failure to take all factors 
of construction into account. He gave a number of per- 
sonal reminiscences to prove this. Martin Schreiber, 
engineer maintenance of way, told the section some 
stories illustrating special problems of his department, 
showing how it had established its reputation with the 
company officials. He contrasted the organization of 
the present day with that of fifteen years ago, showing 
that a great deal of work was turned out then with a 
small force, but that engineering organizations must 
develop with the times. His strongest point was that 
engineers must be doing pioneer work if they are to 
progress. Being “up to snuff” to-day is no assurance 
for the future. 


Elevated Club of Chicago 


“Relations with the Public” was the topic of discus- 
sion at the fifth meeting of the Elevated Club of Chi- 
cago held on March 24. A record attendance of 126 
officers and employees of the elevated railroads was 
reported. G. H. Pierce, statistician of the company, 
gave an illustrated talk on the above topic, bringing out 
interesting facts regarding the development of Chicago 
and the present service provided by the elevated rail- 
roads. His purpose was to inform the members of the 
part which the elevated railroads have played in the 
development of the city and to advise them regarding 
the service so that they can answer questions intelli- 
gently. 

Other features of the meeting were the question-box 
discussion and numbers by the musical clubs. The ques- 
tion box takes a regular place in the programs and the 
timely questions contributed never fail to arouse in- 
terest. The glee and mandolin clubs have been organ- 
ized recently, and they made their initial appearance 
at this meeting. The announcement was made also that 
the club will give a banquet in the near future. 

As this issue of the ELECTRIC RAILWAY JOURNAL goes 
to press the April meeting of the club is being held. 
It is understood that at this meeting the club will take 
action upon the proposal to enroll itself as a company 
section of the railway association. 
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Equipment and Its Maintenance 


Short Descriptions of Labor, Mechanical and Electrical 
Practices in Every Department of Electric Railroading 


(Contributions from the Men in the Field Are Solicited and Will be Paid for at Special Rates.) 


Types of Motor Axle Bearings—Use of 
Different Types for Each Half 
BY “VULCAN,” A.M.I.C.E., A.M.IE.E., ENGLAND 


While rolling stock superintendent on a large system, 
the writer carried out a series of trials of the differ- 
ent types of motor axle bearings. 

The bearings originally fitted to the motors were of 
the ordinary split malleable-iron shell type, with white 
metal (babbitt) linings which on most systems have 
given reasonable satisfaction; in this case, due to the 
fact that the track was in very bad condition, the white 
metal was subjected to excessive hammering, so much 
so that the softer grades of this metal could not be used 
due to squeezing out, while the harder white metals 
often failed by cracking in the shells. 

Another objection to anti-friction metal for this 
class: of bearing is that the flanges wear very rapidly, 
due to the rubbing of the gear-wheel boss on one bear- 
ing and the thrust collar on the other. Now the clear- 
ance between the gear wheel and the side of the gear 
case is generally small, and if the wear referred to is 
considerable, rubbing will be set up between the gear 
and case. 

The writer’s experience has been that excessively 
worn bearing flanges very commonly are not attended 
to until the gear case has been badly damaged by the 
rubbing of the gear wheel. By the number of scored 
gear cases to be seen on other systems, it is evident 
that this trouble is very common. 

For several reasons it is desirable to reduce the num- 
ber of anti-friction metal parts on rolling stock, name- 
ly, from the point of view of prime cost, from the diffi- 
culty of getting the men to realize sufficiently the value 
of this metal to prevent wastage; also from the fact 
that in taking worn axle bearings out of the housings 
they are only too frequently dropped in the pit from 
a considerable height and generally thrown roughly 
about, so that pieces of the soft metal become detached 
from the shells to be cleared up eventually with the 
grease and dirt for cartage to the dust heap. 

Axle bearings of bronze are quite a success in oper- 
ation and are a great improvement over the old type; 
both the radial and flange wear are very small, and such 
bearings are now being generally adopted on new 
motors. To use this metal for the axle bearings of old 
motors, however, means that their thickness must be 
considerable. Such bearings are therefore very ex- 
pensive. However, in making comparisons it must be 
borne in mind that the scrap value of a worn-out bronze 
bearing bears a high proportion to the original price, 
so that the initial cost is not so important as would at 
first appear. 

Probably the only objection to the use of bronze axle 
bearings is that they constitute a strong temptation to 
pilfering. It is, of course, very easy to arrange some 
system for checking the deliveries of new bronze bear- 
ings to workmen and to depots against those returned 
as worn out, but whatever system is adopted it will be 
found impossible to prevent some of them going astray. 

Many trials have been carried out on plain cast-iron 
axle bearings. With an unfailing oil supply they have 


done fairly well, but of course one cannot always de- 
pend upon having perfect lubrication, especially in win- 
ter. No matter what mixture of cast iron was used it 
was found in all cases that sooner or later the upper 
half of the bearings became badly scored. In conse- 
quence the bearings so damaged the axle journals that 
the latter had to be taken out and skimmed; a notice- 
able feature, however, was that the wear in the bottom 
half was negligible, and that on either of the flanges 
was also very small indeed. 

As a result of these tests a composite type of bearing 
was adopted which shows to great advantage as com- 
pared with others; this consists in utilizing for the top 
half a bronze bearing, and for the bottom half a bear- 
ing of cast iron. The arrangement has been well tried 
out and found perfectly satisfactory; it possesses all 
the advantages of an ordinary bronze bearing without 
any disadvantages and costs much less than the latter. 

A cast-iron bottom half can of course be effectively 
used with an anti-friction metal top half, and in this 
ease the saving is also great. The cast-iron half will 
outlast many top halves and, as compared with an 
ordinary soft metal type, this composite bearing will be 
found to reduce flange wear (and consequently also 
cross movement of the gear wheel in its case) to a 
negligible quantity. 


Home-Made Cast-Iron Axle Bearing © 


BY A. P. LEWIS, SUPERINTENDENT POWER AND SHOPS 
CLEVELAND, SOUTHWESTERN & COLUMBUS RAILWAY 


For several years the Cleveland, Southwestern & Co- 
lumbus Railway has been experimenting with cast-iron 
motor axle bearings. As a result it has adopted a %-in. 


CAST-IRON AXLE BEARING, LINED AND UNLINED 


cast-iron babbitt-lined shell, which is giving just as sat- 
isfactory results as the bronze motor axle bearings form- 
erly used and at a lower cost. At first much difficulty was 
experienced in obtaining a bond between the iron shell 
and the babbitt, but this was overcome by the boring 
of tapered holes on the inside of the shell. These holes 
are drilled with a special tool which makes the bottom 
of the hole larger than the top and thus serves to dowel 
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the babbitt in position. 


of the cast-iron shell. 


was secured in fifteen seconds. 


In order to key the babbitt 
around the collar a dovetail groove is cut in the collar 
A lined and unlined shell babbitt 
are shown in the illustration on page 760. A pair of 
these cast-iron shells weigh approximately 20 lb., and 
the machine work necessary to prepare the shells for 
the babbitt costs about 80 cents. Some of these bear- 
ings have been in service for about four years, giving 
approximately 200,000 motor-miles before rebabbitting 
is necessary. No breakage of the shells has occurred. 
When the babbitt has worn through, the cast-iron shell 
produces no more serious results than a bronze shell 
in the same condition. 


Relay Setting to Maintain Uniform 
_ Acceleration 


BY P. V. SEE, SUPERINTENDENT CAR EQUIPMENT HUDSON 
& MANHATTAN RAILROAD, JERSEY CITY, N. J. 


The uniform acceleration of all cars in‘a multiple- 
unit train is of the utmost importance, for jerking is 
not only annoying to the passengers but detrimental 


‘to the equipment. 


On the Hudson & Manhattan Railroad, where all 
cars are equipped with motors and full automatic con- 
trol, it has been found possible to secure this desirable 


uniform acceleration by the frequent adjustment of re- 


lays. The necessity for this adjustment, of course, is 
due to the wearing of the dashpot plungers. . 

Up to two years ago the relays were set by the usual 
method of operating a light car on an idle track. The 
controller would be put in the full multiple position and 
the relay adjusted until the last step of the contactors 
Notation of the cur- 
rent taken by the motors at each successive step was 
also made. This method was unsatisfactory and costly. 

For instance, it proved a physical impossibility for 
an observer to read and call off accurately fourteen 
minimum current values in fifteen seconds. Further- 
more, variations in grade, differences in brake adjust- 
ment and variations in line voltage made it hard to se- 
cure exact relay setting. In addition, the method called 
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for the services of a train crew and three shopmen, 
and because of tunnel conditions the work had to be 
done during the midnight hours. Owing to these draw- 
backs it was decided to set the relays on a test bench. 

A 4-volt, 600-amp motor-generator set was obtained. 
With this set the current could be raised and lowered 
at will, so that a relay could drop and make contact at 
the exact current value desired. The speed of the dash- 
pot could then be determined by a stop watch. It was 
found that relays set on the bench by this method gave 
much more uniform results than those set on the car 
according to the old method. 

Our cars are geared for 65 m. p. h. and have to be 
operated on a 4 per cent grade. It was desirable to 
adjust the relays on these cars so that in case one car 
in a two-car train had contactor trouble the good car 
would be able to start hauling the other car from any 
point on the 4 per cent grade. In order to accomplish 
this it was necessary to set the current element of the 
relay to operate at about 350 amp and to depend for 
starting at other times entirely on the dashpot adjust- 
ment. This setting of the relays is also accomplished 
on the bench with the aid of the motor-generator set. 

The adjustment of the dashpots is checked once a 
month on the inspection pit by timing full ten steps 
with a stop watch. Under this system of adjustment an 
inspector and helper can remove from a car four to 
five relays per day, adjust the same and replace them 
on the cars, thus greatly reducing the cost of the work. 


Graphic Geometrical Progression Method 
for Starting-Resistance Calculation 
BY W. F. COORS, SCHENECTADY, N. Y. 


The several interesting articles on proportioning rail- 
way motor starting resistance which have appeared in 
recent issues of the ELECTRIC RAILWAY JOURNAL have 
brought out many ideas bearing on the solution of the 
problem and leading to the same practical results. 

While it is generally conceded that there are enough 
outside factors entering into the solution of this prob- 
lem to upset fine calculations I feel that our old friend, 
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The graph was secured from a recording ammeter. 


controller was turned on unti] the last step in multiple was secured. 


current consumed by the car. 


The acceleration occurred in exactly fifteen seconds from the time the 


The multiple steps on this curve show only one-half of the 
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geometrical progression, may still have a place in the 
field as one method of solution. As no one else has de- 
scribed this, the following plan, which is in actual use, 
is given without elaborate explanation. 

Let J, and J; represent upper and lower limits of 
starting current, respectively; 7, the resistance per mo- 
tor; 7,, the collective resistance of the motors in series; 
R, R,, R,, etc., the rheostatic resistances for the respec- 
tive steps; S,, etc., the speeds corresponding to the 
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STARTING RESISTANCE CALCULATION—FIG. 1 


different steps and:values of starting current; and N, 
the number of motors. 


MOTORS IN SERIES OR IN SERIES PARALLEL PAIRS 


On a sheet of cross-section paper lay off as an ab- 
scissa, OR equal to (H/I,) —yr,, and as an ordinate 
lay off OS,, the speed corresponding to the current J, 
on. the speed-current curve for the voltage H/2. See 
Fig. 1. 

The straight line S,R represents the relation of 
speed and rheostatic resistance for the current 
I, because the speed is proportional to the counter- 
emf, H —[J,(r+ R)], and this is inversely propor- 
tional to the rheostatic resistance, J, being constant. 

Assume a value for J; about 70 per cent of J,, lay off 
OR, equal to (E/IJ;) —7, and locate S,, representing 
the speed corresponding to the current J; on the speed- 
current curve, for the voltage #/2. From S, draw a 
straight line to the point A,, corresponding to the cur- 
rent J;. Then from the point S, draw a horizontal line 
intersecting the sloping line S,R;, and from the point of 
intersection draw a vertical line to the horizontal axis, 
determining the point R,. Through the intersection of 
this vertical line and the line S,R draw a horizontal line, 
determining the point S, and cutting the line S,Rs. 
From this point of intersection draw another vertical 
line cutting S,R and determining R,. From the point 
of intersection with S,R draw another horizontal line 
cutting S,R, and determining S, In this manner a 
series of unequal, similar right triangles, representing 
the controller steps, may be laid out between the sloping 
lines corresponding to I, and Ii. 

It is not likely that the values of the current limits 
will have been chosen so that the last vertical line will 
intersect S,R at R but an error in assumptions is 
easily allowed for as follows: 
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If the value of J; has been chosen larger than that re- 
quired (say Ja), the line RR; (shown as «& in the fig- 
ure) will fall above the horizontal axis. If the value! 
of J; has been chosen less than that required (say J;), 
the line RR; will fall below the horizontal axis. (This 
is omitted to avoid complicating the figure.) From 
these two possibilities the correct value of J; can be de- 
termined in the following manner: 

Note the values of resistance R, and Ry where the last 
vertical line y cuts the sloping line drawn for J, under 
these two conditions. Plot these two points, Ja, Ra and 
I,, Ry, with resistance as ordinates and current as ab- 
scissas, as shown in Fig. 2, and draw a straight line 
between them. By noting where the given value of R 
lies on this line the corresponding value of J; can be de- 
termined and the speed-resistance steps correctly drawn, 
using this value. 

R will then represent the resistance which will limit 
the current to the value J, when the voltage is first ap- 
plied with the motors at standstill, and S, the speed 
when they have started and the current has fallen to the 
value represented by J;. At this point the resistance 
R—R, should be cut out of the circuit and the cur- 
rent will rise again to J,, and so forth on the succeed- 
ing steps. When R, —O is cut out the current will rise 
to I, at the speed S, and the latter will gradually in- 
crease to S, as the current decreases to value J;. At this 
point with no external resistance in the circuit it is 
necessary to switch the motors into parallel for further 
increase in speed between the given limits of accelera- 
tion current. 


MOoToRS IN PARALLEL 


On a horizontal line drawn through the point S, set 
0.58 —rUd,—I 1) 
off OR, equal to ——— iN 
This formula expresses the fact that when the change- . 
over from series to parallel occurs the counter-emf of 
the motors is equal to half line voltage at a current 
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STARTING RESISTANCE CALCULATION—FIG. 2 


value of J;. But as we wish to allow the current to 
rise to J, there is an additional voltage drop in resis- 
tance equal to r(J,—J;). The change from J; to I, 
also, of course, changes the counter-emf somewhat but. 
this may be neglected in view of its small value and of 
the rather critical condition during the short change- 
over period. 

From the point R, draw the sloping line for J, to the 
point S,, the speed corresponding to the current J, on 
the speed-current curve at full voltage. Next set off Rp 
on this horizontal line equal to H/(2I;N) and draw the 


ul 


- sired. 
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sloping line for the current J; to the point S, which rep- 


resents the speed at the current J;, from the speed-cur- 
rent curve. 

The same scale of resistance as used for the calcula- 
tion while the motors were in series may be used in 
this case if the values of Rp, R,, etc., per motor are de- 
This is convenient when considering certain 
schemes of transfer connections but the values must be 
divided by the number of motors if the actual external 
line resistance is wanted. It is convenient for graphi- 
cal purposes to increase this scale five times.. - 

‘When the sloping lines for J, and J; are drawn, the 


’ required controller steps may be laid off as outlined for 


the series diagram, although it may be necessary to 


slightly alter the value of J; in order to make the paral- | 


lel diagram graphically correct. 

In the diagram FR, represents the value of the total 
external resistance in the line which will limit the cur- 
rent to the value J, per motor at the speed S, when the 
parallel connections are made; and R, the resistance 
which will limit the current to J; per motor under the 
same conditions. When the motors are switched into 
parallel with the resistance R, in the line the current 
will rise from J; to J, at the speed S,, and as the speed 
increases to S, the current will fall to Z;, when the re- 
sistance R, — R, should be cut out, allowing the current 
to rise to J, again. In the same manner Rk, — R, and 
R,— O may be cut out, and S, will represent the speed 
at the current J, with no external resistance in the line. 

This method is sufficiently accurate for ordinary pur- 
poses, the values of the resistance steps being slightly 
changed to allow the use of the same rheostats for series 
and parallel motor connections. However for locomo- 
tives, where the trailing load introduces outside fac- 


tors, it becomes necessary to plot speed-current and trac- 


tive effort—current curves for the locomotive at the 
given acceleration for the average load for each step 
of the controller. Extra resistance on the first steps is 


necessary for switching and running light, and the 


steps should be proportioned in such manner that the 
increment of tractive effort for each step will not ex- 
ceed 10,000 Ib. 


A Pillar Crane Car for Track Work 


BY E. M. T. RYDER, ENGINEER MAINTENANCE OF WAY THIRD 
AVENUE RAILWAY SYSTEM 


Before the use by the Third Avenue Railway System 
of the pillar crane car illustrated, very heavy and com- 
plicated underground slot special work in New York 
City was always installed and removed by main strength 
and awkwardness. As many as fifteen to thirty men 
were necessary to handle some of the pieces with very 
large risk of accident and much delay in installation. 

This pillar crane car has a reach of 18 ft. and a 
capacity of 6 tons. It was tested by lifting ten 9-in. 
girder rails, 30 ft. long, in one pile. The center of the 
mast overhangs the center of the rear truck about 3 ft., 
both to increase the effective reach and to give room 
on the deck of the car for piling 30-ft. rails between 
the mast and the cab. For all that, the dimensions of 
the car are such that its clearance lines do not exceed 
those of the standard passenger car and it can go any- 
where they can. 

The fixed horizontal boom was chosen in preference 
to one that can be raised and lowered for these reasons: 
It is always below the level of the trolley wire and 
cannot be accidentally brought in contact with this wire; 
again, it carries the hook on the traveling carriage, 
which permits a considerable portion of the floor of the 
car to be loaded directly by the crane itself and which 
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affords great flexibility in unloading and placing ma- 
terial. This is because the three motions available, 
rotation, horizontal and vertical movement, make it un- 
necessary to move the car itself in placing heavy pieces 
of special work. The dead load capacity of the car is 
rated at 20 tons. The narrow cab is about the same 
width as the pillar crane, so that 60-ft. rails can be 
loaded on each side of the car. There is an ample tool 


SPECIAL PILLAR CRANE CAR OF THE THIRD AVENUE 
RAILWAY SYSTEM 


box under the center of the car. The car is equipped 
to run either on the overhead trolley or the underground 
electric conduit system. 

The crane car was furnished, complete, with crane, 
by the McGuire-Cummings Manufacturing Company 
from general designs by the Third Avenue Railway. 
The crane was manufactured by the Whiting Foundry 
Equipment Company. It was modified from that com- 


PILLAR. CRANE CAR OF THE THIRD AVENUE RAILWAY 
SYSTEM HANDLING SPECIAL WORK 


pany’s standard design at the request of the Third Ave- 
nue Railway in two important particulars: First, it was 
heavily counterbalanced so as to be able to operate with 
the boom at right angles to the car without overturn- 
ing; second, a special design of hoisting sheaves was 
conceived to enable the hook to be raised practically to 
the level of the boom itself in order to give working 
height above the floor of the car. 


764 


Electrical Equipment of Belmont 
Tunnel Cars 


The dual subway system of New York City is the 
largest city transportation project ever conceived, re- 
quiring for its operation when complete about 2500 
motor cars. This system will be operated by two com- 
panies, the Interborough Rapid Transit Company and 


TYPE 27-A MASTER CONTROLLER COVERED AND WITH COVER 
REMOVED 


the New York Municipal Railway Corporation, both of 
which have adopted Westinghouse electropneumatic 
control. 

The Belmont, or Steinway, Tunnel wiil be the first new 
section placed in operation by ihe Intcrborough Rapid 
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of the Steinway Tunnel will ultimately be linked with 
the enlarged system. 

The motor cars to be used in this tube are of tHe 
same general type as the steel cars now used in the 
Interborough subway, and are being built by the Pressed 
Steel Car Company, McKees Rocks, Pa. In order to 
maintain a very rapid schedule the trains are equipped 
with automatic electric couplers and electrically-con- 
trolled air brakes. 

The most important part of the Type 214-A automatic 
control, which is furnished on these cars, is the switch 
group. This combines the reverser, PK drum for cut- 


ting out resistance and for field control, and six electro- 


pneumatically operated switches, two of which act as 
line switches and four to function the series, bridging 
and multiple combinations of the motors. The PK drum 
is operated on the principle of an unbalanced air pres- 
sure, and is an adaptation of the PK control so success- 
fully used by the New York Railways and the Third 
Avenue Railway of New York. By the use of this switch 
group a very compact arrangement is secured, resulting 
in a large reduction of weight, additional room for other 
apparatus, less conduit work, wiring and hangers, with 
a corresponding reduction in the cost of installation. 

The master controller, located in the motorman’s cab, 
is the Westinghouse Type 27-A. It is equipped with an 
improved form of deadman’s release which acts upon 
the control circuit of the electrically-operated air brakes, 
thus obviating the necessity of any additional valves or 
magnets. When the handle is released in any operating 
position a connection is made which energizes all emer- 
gency magnets throughout the train, instantly applying 
the brakes. As an additional safety precaution, in case 
the brakes should fail, a switch is provided on the master 
controller to enable the motorman to stop the train by 
bucking the motors. ' 

Power to operate the control circuits, air-brake valves, - 
governor-synchronized line, emergency car lights and 
signal lights is furnished by a 32-volt storage battery: 


TYPE 214 CONTROL BOX—END VIEW, SHOWING PK DRUM 
AND OVERLOAD TRIP 


Transit Company and will probably be opened about 
June 1. The route of the tunnel is from Lexington Ave- 
nue and Forty-second Street, in the heart of Manhattan, 
under Forty-second Street and the East River to Jack- 
son Avenue in the borough of Queens. The tunnel, 
which is of the single-tube type, is 8375 ft. long and has 
a maximum grade of 41% per cent. There is no physical 
connection with the present subway, but both terminals 


TYPE 214 CONTROL BOX—END VIEW, SHOWING PNEUMAT- 
ICALLY OPERATED REVERSER AND SERIES LIMIT SWITCH 


The batteries are connected to be charged in series with 
the car lights or compressor motor, whenever either or 
both are in operation. 

A series limit switch interposed in the motor circuit 
is located in the central box to govern the acceleration 
of the train. Automatically the greatest possible ac- 
celeration is secured without exceeding a predetermined 
maximum value of current input to the motors. 


‘vices. 
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A line relay is provided to open automatically the bat- 


tery circuit to the switch group in the event of power 


being shut off the line or while passing over a gap in 
the third-rail. Upon restoration of power and the clos- 
ing of the line relay the switches pass through their 
regular cycle, depending upon the position of the master 
controller. The emergency lights are connected across 
a disk of the line relay and are lighted whenever the 
relay is not energized. : 

The train line consists of eighteen wires, seven of 
which are used for switch control, five for brake control 
and the others for the auxiliary circuits. The wires are 
of unusually large cross-section, being designed to oper- 
ate a sixteen-car train in certain contingencies. 

Each one of the motor cars is equipped with two 
Westinghouse No. 302-F-2 field control motors, rated at 
125 kw (167 hp), at 500 volts. These motors have 
two separate field windings on the main poles. By 
connecting the two field windings in series during ac- 
celeration a relatively high tractive effort at low speed 
is secured with a small current. After all the resistance 
has been cut out, one of the field windings is discon- 
nected, thus reducing the field flux. This gives a higher 
speed for any given armature current. While the full 
field connection is intended primarily for acceleration, 
it may be used to some extent for slow-speed running. 

The frame is of soft steel, cast in a single piece. The 


projections of the frame, to which the axle caps are 


bolted, extend over the axle, to a large extent relieving 
the axle cap bolts of the weight of the motor. At each 
end there is a large bored opening through which the 
armature, pole pieces and field coils may be removed. 
These openings are closed by housings (securely bolted 
to the frame), which carry the bearings and oiling de- 
Removal of the housings is made easy by the 
provision of tapped holes. 

Both armature and axle bearings are arranged for 
oil-and-waste lubrication. Large waste pockets having 


an opening into the low-pressure side of the bearings - 


are provided. Separate oil reservoirs permit the fresh 
oil to be fed and filtered up through the waste to the 
bearing. The depth of oil in the reservoir is easily 
gaged so that the most economical height may be main- 
tained. Suitable oil guards and wiper rings prevent 
the oil from reaching the inside of the motor. 


Insulating Composition Material 


An insulating material containing boron, which is 
called “boro-porcelain,” is being made by Fred M. Locke, 
Victor, N. Y. With this material a low dielectric con- 
stant and high dielectric and mechanical strength are 
obtained while the coefficient of expansion is almost as 
low, it is declared, as fused silica. According to the 


INSULATOR OF ‘“‘BORO-PORCELAIN” 


manufacturer, the voltage required to arc over the sur- 
face of an insulator made of this material is 20 per cent 
to 30 per cent more than for one of high-grade porcelain, 
and the dielectric strength is 50 percent greater than 
that of porcelain. It is especially adapted for use with 
high-voltage transmission lines. 
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All-Service Cars for East Liverpool 


The East Liverpool Traction & Light Company has 
recently received from the Niles Car & Manufacturing 
Company four single-truck cars of a rather unusual 
type. These have been designated as “‘all-service” cars, 
as they can be used for one-man or two-man operation, 
for near-side or far-side stops, for single-end or double- 
end equipment, or for either prepayment or interior 
collection of fares. At East Liverpool the new cars are 
being operated by two men, although later it is expected 
to use the cars in one-man service. 

The control of all doors and steps is effected by re- 
movable handles convenient for the motorman or con- 
ductor. When the car is operated by one man all doors 
and steps are locked in closed position except those to 
the right-hand side of the motorman. When used as a 
two-man car the rear door on the right-hand side of the 
vestibule is opened and closed by a handle that is lo- 
cated on the line of the body end sill. 

It is considered that the particular advantage in hav- 
ing a car built in this manner is that the one-man idea 
is more or less experimental on most electric railways, 
and with this car a railway is enabled to do its experi- 
menting with different schemes of operating but without 
the expense of rearranging the car or of purchasing 
several different types. Should one-man service prove 


EAST LIVERPOOL ALL-SERVICE CAR—EXTERIOR VIEW SHOW- 
ING DOOR AND STEP. ARRANGEMENT 


to be impracticable on any line owing to peculiar cir- 
cumstances surrounding its operation two-man service 
could be resumed without rebuilding the equipment. 


DETAILS OF CONSTRUCTION 


The car frame is made up of standard, commercial, 
rolled-steel shapes and plates with sections as light as 
consistent with the necessary strength for service in- 
volving a maximum speed of 20 m.p.h. under ordinary 
operating conditions. All joints are riveted, welding 
having been permitted only where necessary to exclude 
water or where mechanical joints could not be made. 
Countersunk rivets are used only where round-head 
rivets could not be used, and no attempt has been made 
to conceal the rivet heads, as it was desired to advertise 
to the public the fact that the cars were made of steel 
through their different appearance from the old-style, 
smoothly-finished, wooden cars. 

The general dimensions of the car are as follows: 
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Height from bottom of sill to top of roof......... 8 ft. in. 
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The foie and roof are sheathed with wood, the Coroes 
being of %%-in. yellow pine laid longitudinally on the 
Lag Raat with the customary floor strips mounted 
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upon it. The roof is of the turtle-deck type and is pro- 
vided with six Globe ventilators. The roof sheathing 
is 7/16-in cypress and this is nailed to white-ash carlins 
which are reinforced by the steel T-irons which form 
the framework of the sides and roof. 

A fully-inclosed vestibule is provided at each end of 
the car. This is depressed 91% in. below the car floor to 
provide step heights of 131% in. and 13 in: respectively. 
The vestibules are sheathed inside and out with No. 14 
gage sheet steel, and the vestibule sash are arranged 
to drop into the space that is thus provided. 

The posts are 2-in. x 2-in. x 14-in. steel tees riveted 
to the side sills, the belt rail, the top plate and the steel 
side sheathing. The sheathing below the windows 
which forms the plate girder that carries the load is 
composed of No. 14 gage steel made up in three sections. 
The side sill and belt rails are composed of steel angles, 
the former. having 3-in. x 4-in. legs, and the latter 
2%-in. x 214-in. x %%-in. legs. The top plates, which 
are 3-in. x 2-in. x 14-in. angles, are riveted to the top 
of the side post together with a letterboard of 14-in. 
steel plate that is riveted to the side post under the 
vertical leg of the angle top plate and welded at the 
joints. 

EQUIPMENT 


Hight reversible Hale & Kilburn walkover cross-seats 
are provided, together with four longitudinal seats. 
This gives a total seating capacity of twenty-six. The 
cross-seats are spaced on 30-in. centers so that they 
are symmetrical with the windows. The windows are 
equipped with Edwards sash locks and have pantasote 
curtains with Curtain Supply Company’s metal rollers 
and Forsythe ring fixtures. 

The headlining is of 3/16-in. agasote equipped with 
molding to relieve the monotony of the headlining, the 
interior finish in general being attached to wooden 
battens which are bolted to the steel frame. The in- 
terior finish is of natural dull cherry with sanitary 
finish, but the ceiling is painted cream color. The side 
walls below the windows are sheathed with 34-in. com- 
pressed cork covered with 14-in. agasote that is finished 
in cherry color. 

Each end of the car is equipped with an Esterline 
“Golden Glow” headlight and also with a Peacock brake 
drum and a bronze ratchet handle. The lighting equip- 
ment provides for two lamps in the headlight, six in 
the main body of the car and two in the vestibules. 
These are wired five in series with No. 14 flexible wire. 
The lights in the body of the car are hung in Dayton 
shade holders equipped with Alba reflectors for 36-watt 
tungsten lamps. All the switches and fuses for lighting 
circuits are inclosed in a cherry cabinet lined with 
transite at one end of the car. The usual push buttons 
and a Consolidated signal buzzer are also provided. A 
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Peter Smith No. 3-P forced ventilation hot-air heater is 
installed in one corner of the car. 

The power circuits are all laid in metal conduits in- 
stalled in accordance with the Underwriters’ specifica- 
tions. The trucks are Baldwin Locomotive Works, 
Class X, with an 8-ft. wheelbase and 33-in. cast-iron 
wheels mounted on 414-in. axles. 


nt Trough-Shaped Steel Tie 


The Cambria Steel Company, Johnstown, Pa., has in 
wide use for mine and industrial railways the Slick 
rolled-steel tie which has also been made available ina 
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PERSPECTIVE SHOWING RAILS ON TROUGH-SHAPED TIES 


larger and heavier form for street railway service. As 
shown in the accompanying sketches, the tie is of trough 
shape with broad wings or flanges, the entire construc- 
tion being intended to provide ample bearing surfaces 
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Cross Section of Tie 
SECTION OF TROUGH-SHAPED STEEL TIE, INCLUDING RAIL 
FASTENINGS 


on the ballast or concrete. The rail fastenings are 
flanged buttons so attached to the ties that they cannot 
be misplaced or lost. It is asserted that when these 
fastening buttons are turned over the rail flanges and 
the tie bedded, they will hold the rails on the ties in- 
definitely. 
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News of Electric Railways 


SUBWAY FRANCHISE TAXABLE 


The Supreme Court of the United States on April 12 
sustained the Court of Appeals of New York, in holding 
that the Interborough Rapid Transit Company must include 
its earnings from the subway in the amount upon which its 
franchise tax is paid. In its opinion, handed down by Jus- 
tice Holmes, the court seemed to accept the corporation’s 
view that the statute under which the subway was con- 
structed amounted to a contract exempting the operator 
from taxes upon his interest in it, but in sustaining the 
lower court the federal tribunal adopted the reasoning that 
the franchise tax, though measured by earnings on exempted 
property, was not a tax on that property but merely on the 
privilege of operating it in a corporate way. 

It was pointed out at the offices of the Interborough Rapid 


Transit Company that the effect of the decision of the Su- 


preme Court with regard to the franchise tax would be 
merely that the company would have to resign its claim to 
about $1,500,000, which it has already paid to the State. Ac- 
cording to the established practice of the company, it has 
paid the sum demanded each year under protest, and conse- 
quently it will not now have any heavy arrears to make up. 


SYRACUSE STRIKE SETTLED. 


Compromise in Controversy Involving Amalgamated Asso- 
ciation and the Brotherhood 


The strike on the lines of the Empire United Railways, 
Syracuse, N. Y., is over. The difficulty involved, namely, 
the recognition of one union against another, is regarded as 
presenting one of the most peculiar labor situations in the 
history of electric railroading. For three years the Empire 


United Railways have had a labor contract with the Brother- 


hood of Locomotive Engineers and the Order of Railway 
Conductors. Last year the men on the Auburn & Syracuse 
Electric Railroad were organized by the Amalgamated 
Association, and a contract was made with that organiza- 
tion providing for the same wages as the men were then 
receiving. This year the Amalgamated attempted to organ- 
ize on the Empire United Railways and succeeded in in- 
ducing a few men to join the organization, but the company 
refused to make a contract with the Amalgamated on that 
road, inasmuch as it had a contract with the Brotherhood. 
This contract the Amalgamated declined to recognize, and 
when the company still refused to deal with the repre- 
sentatives of the Amalgamated they called a strike. So far 
as the Empire United Railways was concerned the strike 
was a failure. Not a trip was lost by that company, and 
it is reported that it did not even have a car behind 
schedule. The Auburn & Syracuse road, however, was com- 
pletely tied up, not a wheel turning from Thursday morn- 
ing, April 8, until noon Monday, April 12. 

No question of wages was involved. The only issue was 
the question of recognition of the Amalgamated as against 
the Brotherhood. If the company made a contract with 
the Amalgamated, it was in trouble with the Brotherhood, 
and vice versa. Furthermore, after the Auburn & Syra- 
cuse road was tied up, the men in the employ of the New 
York State Railways in Rochester, Syracuse and Utica, whose 
tracks the Empire United used for terminals, voted to strike 
if the Empire cars were permitted to run into the city. 
The Buffalo union threatened the International Railway 
with similar action in connection with the Buffalo entrance. 
To prevent interference with its running rights the Empire 
United, in behalf of its own cars and the Buffalo, Lockport 
& Rochester, secured a writ of injunction forbidding New 
York Railways—Rochester Lines, from refusing to accept 
the Empire cars. A similar injunction in favor of the Au- 
burn & Syracuse was secured in Syracuse on April 9 against 


the Syracuse lines, after the trolley and feed wires just out-' 


side the city limits had been cut. 

A conference in Chicago on April 10, between Horace E. 
Andrews, of the New York State Railways; W. D. Mahon, 
of the Amalgamated Association, and W. S. Stone, presi- 
dent of the Brotherhood, brought no result. Later, through 


the efforts of J. H. Lynch, State Commissioner of Arbitra- 
tion of New York, a compromise was reached whereby 
the Empire United Railways agreed to recognize and make 
a contract with the Amalgamated substantially the same 
as that in existence on the Auburn & Syracuse Road, such 
agreement, however, not to violate or in any way affect 
the contracts between the company and the Brotherhood. 
To this the representatives of the Brotherhood acquiesced. 
The terms of the settlement were left to arbitration. 

The Empire United Railways had beaten the union on 
that property and was in a strategic position which indi- 
cated a similar result on the Auburn & Syracuse. The fear 
of provoking a general strike all over New York State 
with its far-reaching consequences finally induced the man- 
agement to agree to a compromise. Public sympathy was 
not with the men, and even such newspapers as have occa- 
sionally been hostile to the company expressed a lack of 
sympathy with and disapproval of the strikers. 


LABOR AGITATION ON COAST 


Attempted Seattle Strike—Agitators Repulsed in Portland 
and San Francisco 


From all indications no further effort will be made to 
organize the employees of the Puget Sound Traction, Light 
& Power Company, Seattle, Wash. No demonstrations have 
occurred since the affair of March 31 when labor agitators 
stopped cars of the company and attempted to force the 
trainmen to join the union. A statement issued by the 
company follows in part: 

“The disgraceful scene enacted in Seattle under the 
guise of a strike of street railway employees is directly 
traceable to the incendiary utterances of one Samuel Atkin- 
son, a professional organizer and agitator, and William B. 
Fitzgerald, executive board member of the Amalgamated 
Association. The meeting called at the Labor Temple was 
for the express purpose of attempting to stampede the 
trainmen from their cars. The plan for the stampede has 
been discussed for some weeks past. The tactics employed 
by the agitators in this affair are the same as those em- 
ployed in riotous scenes in other cities. The fact is that 
the crowd was assembled at the Labor Temple and the 
meeting was opened by officers of the temple and subse- 
quently turned over to Atkinson and one Flyzik, aided by 
Fitzgerald. After haranguing the crowd and working them 
up to a point where they were ready for anything, word 
was given and they started forth on their mission of de- 
struction, while Messrs. Atkinson, Fitzgerald and Flyzik 
and their assistants kept in the background and watched the 
result of their work. 

“Atkinson and Fitzgerald canvassed the trainmen of 
this company for weeks and tried by every means to bring 
about the organization of our men. They played what they 
considered a trump card. The attitude of the trainmen was 
not a surprise to us, and the fact that they did not sur- 
render their individuality and rights as American citizens 
to the domination of the hide-bound, narrow-minded or- 
ganization of street car men is distinctly to their credit. 
That our faith in their loyalty has been more than justified 
is something of which this community should feel justly 
proud. That we are gratified goes without saying.” 

Samuel Atkinson, general organizer of the Amalgamated 
Association, is quoted in part as follows: 

“The work of education will go on—we are not quitting, 
but we are wise enough to know when we are not wanted. 
We shall not again try to organize these men until we are 
assured that they are good union material.” 

Employees of the Portland Railway, Light & Power Com- 
pany, Portland, Ore., have voluntarily signed a statement 
addressed to the officers of the company pledging their 
loyalty to their employers. After the disorder in Seattle, 
it was reported that attempts would be made to organize 
a strike among the men in Portland. The Portland men 
have an organization, the Brotherhood of Electric Railway 
Employees, officered and managed entirely by the men. 

It was stated in San Francisco on April 5 that an 
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attempt by the Amalgamated similar to that made in 
Seattle was contemplated there. These plans were discov- 
ered well in advance and are said to have resulted in thirty 
men being dismissed by the United Railroads. Charles N. 
Black, vice-president of the company, is quoted as follows: 

“Tt is particularly unfortunate that professional organ- 
izers from other parts of the country should select this 
of all times to start anything in this city. There are ten 
men looking for a job to every man I will let out. It is 
also bad for the general welfare of the city that any attempt 
to create a disturbance should be initiated. San Francisco 
is making special efforts to attract visitors from every- 
where; times are hard and there are plenty of people out 
of work.” 


CANADIAN RAILWAY PROPOSALS 


The Forest Hill Electric Railway, Toronto, Ont., failed on 
March 30 to secure another extension of time from the rail- 
way committee of the Ontario Legislature for the construc- 
tion of its proposed line. 

The bill of the Toronto & York Radial Railway before the 
railway committee of the Ontario Legislature has been de- 
feated. The company asked permission under old charters 
to run lines to Oakville and Newmarket, and several lines 
through York Township. 

The Ottawa & St. Lawrence Railway’s bill before the rail- 
way committee of the Ontario Legislature has been thrown 
out by the committee. The plan was to, build between 
Ottawa, Morrisburg, Smith’s Falls, Arnprior and Carleton 
Place. The company wanted a further two years’ extension 
in which to spend 15 per cent of the total cost of con- 
struction. 

The Eastern Ontario Railway asked the Ontario Legisla- 
ture for an extension of two years in which to commence 
construction of its line through Whitby, Ont. Sir Adam 
Beck, chairman of the Hydro-Electric Power Commission 
of Ontario, announced before the railway committee that he 
was opposed to the bill as it was against the Hydro-Electric 
Radial interests. In consequence the committee rejected the 
measure. 

The Toronto, Barrie & Orillia Railway asked the Ontario 
Legislature for five years in which to complete the line. 
The company has already constructed 7 miles of the line. 
This bill has been passed with an amendment to the effect 
that the 7 miles must be placed in operation before the rest 
of the road is proceeded with and that the Hydro-Electric 
Commission of Ontario be permitted to take the road over at 
cost. 

The following resolution respecting the subsidization of 
hydro-radials was unanimously passed by the City Council 
of Toronto on April 8 and will be forwarded to Ottawa: 

“Resolved, that this Council respectfully urges upon the 
dominion government the necessity of declaring its policy 
with respect to such subsidies, and that said policy be so 
expressed that it will allow provincial public service com- 
missions with powers from the provinces similar to those 
given to the Hydro-Electric Power Commission of Ontario, 
to anticipate said subsidies and proceed with the immediate 
construction of the roads.” 


NEW YORK COMMISSION INVESTIGATION 


Statement of Probable Recommendations of the Legislative 
Investigation Committee 


It was stated on April 9 that the salient recommendations 
of the report of the Thompson legislative committee on its 
investigation of the Public Service Commissions of New 
York would be the authorization of the first district com- 
mission to supervise telephone companies in New York 
City; reduction of the second district commission from five 
to three members; insistence upon the inforcement of the 
law making corporation officials criminally liable for failure 
to obey decisions, and the appointment of deputies of the 
commissioners to take depositions as to facts. 

It is expected that the Thompson report will be accom- 
panied or closely followed by bills providing for the changes 
recommended. A majority of the committee believes that 
the up-State commission does too much detail work and 
will recommend the reduction to three members, and that 
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deputies hereafter shall investigate complaints and take 
testimony of fact to be presented for the adjudication by 
the cornmissioners. 


THE NEWPORT FRANCHISE 


The proposed street railway franchise for Newport, Ky., 
was discussed at a meeting in the Mayor’s office in that: 
city on April 6, when President Cartwright and Secretary 
Polk Laffoon, of the Cincinnati, Newport & Covington Rail- 
way, Mayor Helmbold and members of the City Com- 
mission representing the city, and a committee from the 
Business Men’s Club were present. The railway officials 
object to section No. 9, which gives the city control of 
the operation of the road, and to the portion relating to 
the settlement of labor troubles and to the 3-cent fare 
required within the city limits. If the company must oper- 
ate within the city for 3 cents then the rate to Fort Thomas 
and across the bridges into Cincinnati must be more than 5- 
cents. It would be impossible to make a transfer arrange- 
ment with the Cincinnati lines, as the portion the latter 
lines would receive under a 3-cent fare would not be ade- 
quate for that company. Objections were also made to the 
proposed rental charge of $1,500 per route-mile per annum 
for the use of the streets. The city officials claimed that 
the company should pay no rental on the Cincinnati end of 
the line, but should contribute to the Kentucky cities, since 
the passengers were all taken into Cincinnati to transact. 
business. It was finally agreed that the railway officials 
should redraft the franchise. 

At a conference between city officials and representatives 
of the railway on April 13, all of the disputed questions on 
the proposed new franchise, with the exception of the rental’ 
to be paid the city, were practically cleared away. Mr. Laf- 
foon proposed that the control of service be subject to rear- 
rangement at the end of each five-year period in order that 
changing conditions may be taken into consideration. The 
question of rentals will be discussed by the representatives 
of the city and the company at a future meeting. 


HEARINGS ON CINCINNATI TRANSIT BILL 


A public hearing on City Solicitor Walter M. Schoenle’s: 
rapid transit bill took place at the Business Men’s Club in 
Cincinnati, Ohio, on April 9. The draft of the bill was dis- 
cussed section by section. A number of amendments of 
minor importance were made. 

At a public meeting on April 10 the Schoenle bill was 
again discussed. Suggestions made at a former meeting 
had been incorporated in the draft. Representative Paul P. 
Rover expressed the belief that some of the provisions are 
unconstitutional and could not be enacted into law. Mr. 
Schoenle said that a State law would be required to secure 
the construction of a rapid transit loop. George Puchta of 
the Rapid Transit Commission said that it would be impos- 
sible to have a private corporation build the road and take 
city bonds in payment for it. It is understood that the bill 
will be brought before the Senate utilities committee at 
once. 

On April 14 A. S. White presented a new plan to the 
Rapid Transit Commission by which the loop would be built. 
in units. The commission will probably take no action on 
this or any other proposition until the Legislature acts on 
the Schoenle bill. 

The Behne bill, which was passed in the Senate on April 
8, may introduce a problem in this case if the House of 
Representatives acts favorably upon it. It provides that if 
a bond issue for an enterprise of this kind is to carry with 
it the faith and credit of the municipality, it must be sub- 
mitted to a vote of the electors and receive more than two- 
thirds of the votes. Where Council authorizes the issue the 
lien is on the property alone. 

Senator C. F. Bauer introduced a bill on April 6 pro- 
viding for a rapid transit commission for Cincinnati. His 
purpose in doing this, with Mr. Schoenle’s bill in course of 
preparation, is not clearly understood. 

Plans are now being made to extend the Cincinnati ap- 
proach of the Suspension Bridge from Second Street to 
Third Street. This will make a difference in the route that 
will be taken by the Cincinnati, Newport & Covington Rail- 
way and in the franchise that will be necessary for it. 
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TOLEDO FRANCHISE COMMITTEE DISCHARGED 


A resolution offered by Councilman Redd and adopted by 
the City Council of Toledo, Ohio, on April 12 resulted in the 
discharge of the franchise committee, which has served many 
months, and the appointment of a new committee. The res- 
olution provided that all the members of the new committee 
should be members of the Council and that four members of 
the old committee should be members of the new one. These 
provisions operated to sidetrack Mayor Keller and City So- 
licitor Thurstin, who had been members of the old commit- 
tee. The committee appointed in conformity with the reso- 
lution consists of President Hassenzahl and Councilmen 
Redd, Sievert, Dotson, Hein, Brown and Ruppel, the last four 
having been members of the former committee. It was stat- 
ed that the other two members of the old committee had not 
co-operated with the Council members in endeavoring to 
reach an agreement on the franchise question and that they 
were apparently unwilling to do so. 

On April 8 Henry L. Doherty, chairman of the board of 
directors of the Toledo Railways & Light Company, ex- 
pressed his conviction to the Citizens’ Franchise Association 
that it will be necessary to raise among Toledo people the 
money for any improvements that are to be made on the 
road. About $1,500,000 will be needed for this work. A 
resolution has been adopted by the Central Labor Union to 
the effect that the legislative committee of that organiza- 
tion investigate the cause of delay on the two ordinances 
before the Council providing for the issue of $8,000,000 
bonds for the purchase of the local railway property. 


QUESTIONS UP AT CLEVELAND 


- Opposition developed to the proposed construction of a 
crosstown line on 123d Street, Cleveland, Ohio, at a meeting 
of the street railway committee of the City Council on April 
12. The matter will probably not come to a vote in the Coun- 
cil for some time. 

_ The rate of fare on the Cleveland, Southwestern & Colum- 
bus Railway between Cleveland and Berea was discussed in 
the County Commissioners’ office in Cleveland on April 15. 
Village Councilmen insisted that the fare be reduced from 15 
cents to 10 cents, but the company officials stated that if 
forced to that point it would run no cars through Berea af- 
ter December, 1916, when the franchise expires. The com- 
pany has been asked to aid in the improvement of the streets 
used by it in the village and a new franchise was requested 
in return. 

The officials of Lakewood, a suburb of Cleveland, and 
Peter Witt, street railway commissioner of Cleveland, have 
been unable to agree upon the features of the franchise 
which will secure for the village an extension of the West 
Madison route. Mr. Witt has demanded that the village so 
amend its regulations regarding interurban traffic that in- 
terurban cars will not be required to stop for local pas- 
sengers. Mr. Witt has announced that he will ask for legis- 
lation for two more new carhouses. 


REPORT OF CONNECTICUT COMMISSION 


The third annual report of the Public Utilities Commis- 
sion of Connecticut for the year ended June 30, 1914, is 
largely a volume of statistics for the corporations under the 
jurisdiction of the commission. These included twenty- 
three street railways, an increase of eight during the year. 
On June 30, 1914, the total amount charged by all reporting 
railways for construction and equipment was $91,095,017, 
of which $20,991,977 was for construction, $43,992,510 for 
equipment and $26,110,529 for miscellaneous properties 
outside of the street railway holdings of the Connecticut 
Railway & Lighting Company. The total capital stock as 
of June 30, 1914, was $73,055,900 and the funded debt $21,- 
051,578. The total operating revenues of the companies for 
the year amounted to $15,656,593, an increase of $377,324, 
while the total operating expenses were $10,119,014, an in- 
crease of $546,813. The net operating revenues totaled 
$5,537,589, a decrease of $169,485, but the gross corporate 
income was $7,470,344, an increase of $74,054. The total 
addition to surplus by all operating companies was $269,158, 
a gain of $297,307. The total mileage operated in the State 
was 1505.87, and the total cars owned, 3530, of which 3075 
are with electric equipment. 
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CALIFORNIA RAILROAD COMMISSION REPORT 


The California Railroad Commission has just issued its 
annual report for the year ended June 30, 1914. The 
financial tables presented, however, are for the year ended 
June 30, 1913. On that date the total amount of capital 
stock outstanding for electric railways in California 
amounted to $244,378,952, while the funded debt totaled 
$162,595,342. The gross revenues were $36,077,841, and the 
operating expenses, $22,963,578, leaving a net revenue of 
$13,094,263. Taxes and interest totaled $9,487,526, so that 
the net income amounted to $3,606,737. The total number 
of passengers carried was 683,228,905, of which 526,424,880 
were fare passengers, 554,570 revenue transfer passengers 
and 156,249,455 free transfer passengers. The total single- 
track mileage operated as of June 30, 1913, was 2805.25, of 
which 147.11 miles were constructed during the year. 

Up to June 30, 1914, valuation work had been completed 
by the commission for twenty-eight companies, four of 
which were the following electric railways: Los Angeles 
Railway Corporation, San Francisco-Oakland Terminal Rail- 
ways, Petaluma & Santa Rosa Railway and San Francisco, 
Napa & Calistoga Railway. A little attention in valuation 
matters was also devoted to the Northern Electric Railway, 
Oakland, Antioch & Eastern Railway, Pacific Electric Rail- 
way, Visalia Electric Railway and United Railroads of San 
Francisco. 


HEARING ON NEW HAVEN BILL 


The legislative committee on railroads gave a hearing at 
the State House at Hartford, Conn., on April 8 to the New 
York, New Haven & Hartford Railroad on its bill to amend 
its charter to bring about changes in the financial adminis- 
tration of the company, in accordance with the new policy 
decided upon by its directors. The bill provides that the 
company shall not hereafter exercise or possess any of the 
rights, privileges, powers, or franchises possessed by the 
Consolidated Railway prior to the merger of the New Haven 
company with and into the Consolidated Railway on May 
81, 1907, except such as may be required for the operation, 
maintenance or improvement of any property which it now 
owns or operates, or for the sale, of any property, except 
such as may be required to generate or transmit electricity, 
and it shall not hereafter acquire any securities issued by 
any other corporation. The measure also provides that not 
less than two-thirds of its directors shall be citizens resid- 
ing in New England. 

The legislation which is being sought in Connecticut is 
in accordance with the effort to obtain the passage of har- 
monious and constructive bills so as to bring about the 
financial readjustments which are proposed. The trustees 
of the Boston & Maine Railroad are trying to secure legis- 
lation that will enable them to adopt a plan of readjustment. 
The bills of the New Haven company having this end in 
mind are now before the Legislatures of Massachusetts, 
Rhode Island and Connecticut. In Massachusetts the bill of 
the company has the unanimous approval of the Public 
Service Commission of that State. 


Ohio Commission Resignations Asked.—Governor Frank 
B. Willis of Ohio has asked for the resignations of four- 
teen members of various state commissions, among them 
C. C. Marshall and Oliver H. Hughes of the Public Utilities 
Commission. Both Mr. Marshall and Mr. Hughes were 
appointed by former Governor Cox. 

Ohio Bills Reported for Passage.—The Britton bill giving 
interurban terminal companies the same rights on the 
streets of municipalities as steam railroads now have was 
reported to the House of Representatives for passage by 
the public utilities committee on April 7. This committee 
also reported the Myers bill for passage. It authorizes 
interurban railways to join the railroads in the construction 
of union passenger depots and joint terminals. 

Ohio Municipal Ownership Bill Passed.—The Behne bill, 
pertaining to the issue of bonds for the purchase or con- 
struction of utility plants by municipalities, was passed by 
the Senate of Ohio on April 7. It provides that where a 
municipal council authorizes a bond issue for this purpose 
by ordinance, the bonds shall be a lien on the utility prop- 
erty only. If it is desired that the faith and security of 
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the municipality shall stand for the bonds, the matter must 
be submitted to a vote and receive a majority of two-thirds 
of the votes. After three years a certain amount of the 
income of the plant must be set aside to pay the interest 
and as a sinking fund to retire the bonds. 


Railway Men Learning to Run Electric Trains.—A class in 
electricity at the Pennsylvania Railroad Y. M. C. A. in Phila- 
delphia is fitting 278 employees of the system to man electric 
trains to Paoli, when the new service opens on June 1. 
Nearly half of the class, 128 students, are engineers and 
firemen of steam locomotives, who want to be transferred to 
the new branch of the service. The class is under the gen- 
eral supervision of the mechanical instruction committee of 
the Railroad Y. M. C. A. The electric features are being 
taught by Clarence Roberts, assistant foreman of engines 
of the Philadelphia Terminal Division, and the air-brake 
features are in charge of Russel M. Smith, the division’s 
air-brake instructor. 


Washington Utility Law Amended.—An amendment to 
the public utility law of the State of Washington has been 
adopted recently. By it the doctrine of “regulated monop- 
oly of public utility service’ will be placed on the statutes 
of the State, and in addition the law places privately- 
owned and municipally-owned utilities on the same basis. 
Any new public utility under the recently amended law 
must secure a certificate of public convenience and neces- 
sity from the State Commission before beginning business, 
and this certificate may only be granted after public hear- 
ing. The law defines public utility as used to mean “every 
street railway, interurban railway, electric, water, gas and 
steam heating plant and system and vessel now or hereaf- 
ter constructed and whether municipally or privately 
owned.” 


Advertising “Electrical Prosperity Week.”—An appro- 
priation which will be sufficient to insure the advertising 
of “Electrical Prosperity Week” in every city and town in 
the country, was recommended by the “Electrical Prosper- 
‘ity Week” committee, which met on April 7 at the Engi- 
neers’ Club, New York. This recommendation will be sub- 
mitted on April 19 to the directors of the Society for Elec- 
trical Development, Inc., for approval. The committee’s 
recommendation as to plans carried with it an appropria- 
tion of $50,000 for special expenditures such as printing 
and extraordinary expenses. In addition to this the society 
will devote part of its regular appropriation to the work. 
This will make the society’s expenditures more than $100,- 
000. Figuring all costs, it is likely that fully $500,000 will 
have been spent before the close of the campaign. 

Dual System Modification in Connection with Cars.—The 
Public Service Commission for the First District of New 
York has sent to the Board of Estimate & Apportionment 
for approval an agreement modifying the dual system con- 
tract with the Interborough Rapid Transit Company, so 
as to relieve that company from the necessity of paying 
into the depreciation fund $1,618,950 for the 478 composite 
cars, which the commission recently ordered removed from 
the subway. As the company proposes to use the trucks 
and motors of these cars for all-steel car bodies, the pro- 
posed modifying contract cuts down the required deprecia- 
tion payment from $1,618,950 to $530,355, which represents 
the accrued depreciation upon trucks, motors, etc., plus 
$40,000, estimated as the accrued depreciation on the all- 
steel car bodies, prior to the beginning of permanent oper- 
ation under the new contracts. 


Conference of Pan-American Finance.—All the countries 
of the New World have indicated unofficially their desire 
to accept the invitation of the United States to take part 
in a Pan-American financial conference to be held in Wash- 
ington next month. Arrangements are being made by Sec- 
retary McAdoo so that, in addition to the distinguished 
foreign delegates, a large number of representative bankers 
and financiers of the United States will attend. Aside from 
the unusual conditions which the war offers, it has been 
pointed out as an essential reason for calling the meeting 
that capital for the development of Central and South 
America for many years has been furnished by Europe, and 
that the great bulk of American exports has been sent to 
that continent. The financial and commercial relations be- 
tween Europe and the western hemisphere have been de- 
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veloped and promoted, while commercial and _ financial 
relations among the American republics themselves hawe 
been long neglected. Means of correcting this condition 
will be discussed. 


Public Service Commission of Pennsylvania.—Five bills 
embodying suggestions of counsel for the Public Service 
Commission of Pennsylvania for amendment of the. public 
service company law of 1913 have been introduced into the 
Legislature by Mr. Forster, Philadelphia. They will be sent 
to the judiciary general committee, which has referred all 
bills of that character to a sub-committee for study. The 
bills presented include the following: Conferring on the 
commission authority to suspend rates for ninety days; em- 
powering the commission to appoint examiners to sit at any 
place designated and to receive testimony from litigants, 
thus enabling hearings to be held anywhere in the State; 
doing away with the necessity of obtaining the commission’s 
consent to making of contracts between municipalities and 
public service companies, but retaining the power of the. 
commission to regulate rates and service and to prevent | 
useless and wasteful competition by acting on franchises; 
abolishing the requirement of approval of contracts for joint 
use of poles, but retaining the right to regulate and to rule 
in complaints; providing for fees of witnesses before the 
commission. 


Asks Advance of Traction Cases in Ohio.—United States 
District Attorney McPherson on April 9 submitted to the 
United States Court of Appeals at Cincinnati a motion to 
advance the hearings on the appeals of several electric 
railways against former Collector of Internal Revenue 
Bettman and Collector Gilligan. The suits were brought to 
secure the refund of taxes alleged to have been illegally 
assessed against the companies. United States Judge Sater 
found that they had exercised charter rights in purchasing 
property and issuing bonds during certain years for which 
taxes were assessed and that they are not entitled to cer- 
tain of the refunds claimed. The plaintiffs in error in the 
cases are the Columbus, Newark & Zanesville Electric Rail- 
way, the Dayton & Western Traction Company, the Fort 
Wayne, Van Wert & Lima Traction Company, the Indiana, 
Columbus & Eastern Traction Company and the Cincinnati 
Street Railway. All these roads except the Cincinnati 
Street Railway are under lease to the Ohio Electric Rail- 
way and contend that as lessor companies they are not sub- 
ject to the excise tax imposed under the federal corporation 
income tax law. 


Seattle Bond Procedure Questioned.—Seattle’s municipal 
street railway bond issue, authorized by the voters in 1911, 
in the sum of $800,000, may be held invalid, as a result of 
the offering for sale of $125,000 of the securities. Prepa- 
ration of the transcript showing all of the preliminary steps 
looking to the bond issue, has developed the fact that the 
bill authorizing the submission of the proposition to the 
people was introduced at a charter meeting of the City 
Council on Jan. 3, 1911, and was passed at an adjourned 
meeting of the Council on Jan. 9, 1911. There was a week 
between introduction and passing, but at that time the 
charter provided only two charter meetings a month, on 
the first and third Mondays, so that the meetings on the 
second and fourth Mondays were adjourned meetings. In 
1913 the city sold $300,000 of the securities to the State 
of Washington. The Supreme Court validated the bonds, 
the point of introduction and passage at the same charter 
meeting of the Council not being raised. This money was 
used for the construction of Division “A” of the present 
municipal system. It is proposed now to sell $125,000 of 
the railway bonds in order to pay loans made to the street 
railway fund from other funds. Caldwell, Masslich & Reed, 
New York, N. Y., have been employed to pass on the 
various bond issues that are to be offered for sale in May. 


PROGRAM OF ASSOCIATION MEETING 


Central Electric Railway Association 


The next meeting of the Central Electric Railway Associ- 
ation will be held on June 17 and 18 on a boat which will 
make a forty-eight-hour round trip from Cleveland to Buf- 
falo and return. 


APRIL 17, 1915] 


Financial and Corporate 


ANNUAL REPORTS 


Washington Railway & Electric Company 


The comparative statement of income, profit and loss of 
the Washington Railway & Electric Company, Washington, 
D. C., for the years ended Dec. 31, 1913 and 1914, follows: 


1914 1913 
Gross earnings from operation............ $5,048,435 $4,948,315 
Miscellaneous income ...............005 33,890 10,221 
Total CALE A wane ct fete ttern wens Gitte Gade fiat 5,082,325 $4,953,536 
Operating expenses (including taxes)... .*2,863,736 2,669,971 
GF POSSMUMGONMS Mar siieln Aa lh ie enscishe tides wil owe $2,218,589 $2,283,565 
Fixed charges: 
MITON ESE ere ialera-sicehancve tsetse ieiks sian si cbs $1,147,534 $1,104,576 
DVI SC CRUAMEORTS | Nepelcishelst<\ishe is sag. 8 aye Gn pies a4 (0 6ine 29,5 ; 
Bert rte cha cuNisudtel hes eecew ible pe edad wig a DE iy (de i rg $1,126,915 
SEMIS MEME RS grated sear eee estas e suave a aiel nals $1,041,472 $1,156,650 


*Includes depreciation of equipment six months ended Dec. 31, 


1914, in accordance with Interstate Commerce Commission’s classi- 


fication of accounts effective July 1, 1914. 


In spite of the adverse business conditions of 1914 and the 
unusual increase in passenger earnings in 1913 on account 


_ of the presidential inauguration, the gross earnings for 1914 


increased $105,130 or 2.1 per cent. Miscellaneous earnings 
increased twofold, while the total earnings increased $128,- 
789 or 2.6 per cent. The explanation given for this good 


_ showing is that Washington is in no sense an industrial cen- 


ter and it felt little financial depression during the year in 
comparison with conditions that prevailed in other large 
cities. 

The operating expenses for 1914 showed an increase of 
$193,765 or 7.2 per cent. These amounts are not directly 
comparable, however, for the 1914 total includes $43,571 for 


_ depreciation of equipment during the last six months of the 


year under the Interstate Commerce Commission classifica- 
tion effective on July 1, 1914. The gross income of the com- 
pany decreased $64,976 or 2.8 per cent, the fixed charges in- 
creased $50,202 or 4.4 per cent and the surplus decreased 
$115,178 or 9.9 per cent. 

The report states that early in the year it became neces- 
sary to decide whether a policy of retrenchment should be 
adopted in view of the general business depression. It would 
have been easy to abandon or postpone certain improve- 
ments, but the management decided to go forward on broad 
lines, with the result that there was disbursed or set aside 
for maintenance and depreciation $853,328, being nearly 
$50,000 more than in any previous year. The net expendi- 
tures by the railway companies for additions, extensions, 


- betterments and new equipment amounted to $129,242. The 


net expenditures by the Potomac Electric Power Company for 
similar purposes amounted to $265,012. The total mileage of 
the system by an addition of 2.058 miles is now 168.78 miles, 
In the mechanical department the following work in part 
was done: 170 double-truck cars equipped with air brakes; 
one electric locomotive and three line cars built complete; 
115 cars painted; fifty trucks and motors transformed from 
winter pay-as-you-enter to open summer cars, and vice 
versa; 152 cars equipped with new style fender and wheel- 
guard rigging, and five standard waiting stations have been 
built. 

During 1914 a total of 465 claims was settled at an ex- 
pense of $134,112. The year’s work of the medical depart- 
ment included: 5231 office and 1967 house calls made; 145 
operations performed; 1837 surgical dressing cases; 180 
consultations with outside physicians, followed by detailed 
reports to the claim department; 825 vaccinations of em- 
ployees. Under the profit-sharing plan the amount received 
on Jan. 1, 1915, by trainmen, depot clerks and starters who 
had been in service for a year or more was $27.17. This was 
less than the previous payment of $42.53 on account of in- 
creased damage claims. Three accidents alone diminished 
the 1914 check by $30.76. It is the opinion of C. P. King. 
president, that general co-operation was lacking during 
the year. A plan has been adopted for 1915, however, 
which will give due recognition to the more efficient em- 
ployees, both by marking them for preferment and by in- 
creasing their share under the profit-sharing system. 
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Delaware & Hudson Railroad 


The annual report of the Delaware & Hudson Railroad, 
New York, N. Y., for 1914 states the following in regard 
to allied electric railways: The gross operating revenues 
of the United Traction Company, Albany, N. Y., decreased 
$47,272; Hudson Valley Railway, Glens Falls, N. Y., $43,508; 
Schenectady (N. Y.) Railway, $89,199, and Troy & New 
England Railway, Troy, N. Y., $940, while those of the 
Plattsburgh (N. Y.) Traction Company increased $1,832. 
The decreases in net operating revenues were as follows: 
United Traction Company, $201,379; Hudson Valley Railway, 
$48,659; Schenectady Railway, $92,294; Troy & New Eng- 
eo Railway, $634, and the Plattsburgh Traction Company, 

The business depression, particularly during the latter 
part of the year, adversely affected the revenues of all the 
traction companies, while, at the same time, various causes 
increased cost of operation. The unusually severe weather 
in the earlier months of the year very greatly increased the 
cost of removing snow and ice. The United Traction Com- 
pany’s cost of power is steadily increasing, owing to opera- 
tion of heavy modern steel cars and inability to purchase 
the additional power as cheaply as under the first contract. 
Effective July 1, 1914, various operating employees were 
granted increases in wages, amounting to about $15,000 for 
the last six months of the year. Similar increases were 
granted to employees of the Hudson Valley Railway, aggre- 
gating approximately $3,000. 

The Hudson Valley Railway,-after several years of con- 
tinued effort, has secured the right to cross Broadway in 
Saratoga, which will enable it to install a belt line service 
in Saratoga and materially to improve the through serv- 
ice between Albany and Glens Falls. A new concrete 
viaduct has been constructed over the Hudson River, con- 
necting Glens Falls and South Glens Falls. A new bridge 
over the Barge canal south of Fort Edward has been com- 
pleted, and the Whitehall bridge in Fort Edward has been 
raised 2.4 ft. to facilitate traffic on the Barge canal. 

Besides other improvements, the use of heavier cars and 
the increased frequency of service of the United Traction 
Company have necessitated the erection of a new substa- 
tion in Albany, to centralize the power distribution in that 
city so that delays to traffic may be avoided. This sub- 
station will have an ultimate capacity of 9600 kw and be 
completed in the spring of 1915 at a total estimated cost 
of $150,000. 

The report makes note of the commission order of Dec. 
11, 1914, requiring the United Traction Company to make 
changes in its facilities and services in Albany which, if 
they can lawfully be required, would necessitate capital 
expenditures that would involve raising $1,106,580 and 
entail material and continuing additions to operating ex- 
penses without being productive of any additional revenue. 
It is stated that from Jan. 1, 1907, to Nov. 30, 1914, the 
company expended $1,787,977 for capital purposes, and $206,- 
310 is still to be spent for work in progress, while a sum 
of $166,826 will be required for paving in Albany and Troy 
under present plans. The new capital expenditures re- 
quired by the order are felt to be not self-sustaining, and 
proceedings under the order have been stayed pending 
judicial decision in the matter. 

As compared with 1907, the rates of wages of the con- 
ductors and motormen employed by the United Traction 
Company show an increase of more than 27 per cent, a 
result of resort to arbitration in settlement of labor diffi- 
culties. The pay of other employees has increased propor- 
tionately. The total payroll for 1914 was about $240,000 
higher than it would have been except for these increases. 


SECURITIES AUTHORIZED IN CALIFORNIA 


The annual report of the California Railroad Commission 
states that during the year ended June 30, 1914, 154 appli- 
cations for the issuance of securities were made for a total 
amount of $298,679,795, of which $217,564,768 was approved. 
Applications for $14,749,113 were denied, applications for 
$3,780,111 were dismissed and applications for $67,601,271 
were still pending at the end of the year. During the year 


‘the electric railways of the State made applications for 


securities amounting to $66,589,859, of which $6,309,828 was 
authorized. Applications for $268,600 were denied, while 
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applications covering $60,161,432 remained pending. The 
authorized securities were divided in class as follows: Stock, 
$824,058; bonds, .$3,621,000; notes, $1,564,770, and certifi- 
cates, $300,000. According to the purpose of issue, the new 
securities were divided thus: For refunding purposes, $223,- 
000; for deposit as collateral, $1,533,000, and for additions 
and betterments, $4,553,828. 


BIG IDAHO CONSOLIDATION 


National Securities Corporation Formed to Acquire Proper- 
ties in Southern Idaho and Adjacent Territory 


The holders of the first and refunding mortgage bonds of 
the Idaho-Oregon Light & Power Company, Boise, Idaho, 
who had deposited their bonds with the Priest protective 
committee, have received from that committee a circular 
stating that the committee has purchased the property at a 
foreclosure sale and is now working on the details of the 
reorganization plan. The Idaho-Oregon Company has been 
controlled by the Idaho Railway, Light & Power Company. 
Now the National Securities Corporation has been organ- 
ized for the purpose of acquiring properties in southern 
Idaho and adjacent territory, and it has acquired the inter- 
ests of the Idaho Railway, Light & Power Company and the 
Idaho Power & Light Company and is in the process of ac- 
quiring other properties. Since the purchase of the Idaho- 
Oregon property by the committee, it has procured from the 
National Securities Corporation a proposal to purchase the 
bonds deposited with the committee, paying therefor in 
securities of the National Securities Corporation. The 
Committee has entered into an agreement covering the de- 
tails of the proposed purchase, subject to the assent of the 
depositing bondholders. 

The following plan is therefore submitted by the commit- 
tee: Holders of Idaho-Oregon bonds, par’value $1,000, will 
receive in exchange the following securities from the Na- 
tional Securities Corporation: $450 par value in thirty-year 
6 per cent gold debenture bonds, $450 par value in thirty- 
year 6 per cent income bonds and $400 par value in common 
stock or voting-trust certificates. No preferred stock is to 
be issued now; when issued, it will be used for the conver- 
sion of the debentures and the income bonds, or for acquir- 
ing cash or property. The debentures are the senior securi- 
ties of the company except a temporary issue of ten-year 6 
per cent collateral-trust notes, which it is contemplated will 
be ultimately retired with the proceeds from the securities 
of the underlying companies. These collateral notes have 
been subscribed for at 90 with a bonus of common stock, and 
the right is granted to all assenting depositors to partici- 
pate at the same price as the original subscribers, pro rata. 


DEFAULT IN DES MOINES 


Des Moines City Railway Defaults Payment of Interest on 
Bonds—Franchise Difficulty and Jitney Com- 
petition the Causes 


The Des Moines (la.) City Railway has defaulted the 
April 1 payment of interest and sinking fund on its $2,408,- 
000 of 5 per cent refunding bonds. The company’s present 
position is said to be primarily caused by the fact that it has 
found it absolutely necessary to make very material expend- 
itures for improvements and additions in order that its prop- 
erty might be well maintained and at the same time that it 
might carry on its franchise litigation and negotiations. 
Under the circumstances it could not sell bonds to reimburse 
it for the expenditures made for improvements and addi- 
tions, and accordingly was obliged to create a floating in- 
debtedness now amounting to $1,202,914, payment of which 
was demanded. Furthermore, a decrease in earnings on ac- 
count of jitney competition lowered the working capital, and 
the default necessarily followed. 

e For some years the Des Moines City Railway has been in 
litigation with the city in connection with its franchise 
rights. The Supreme Court of Iowa about two years ago 
rendered an adverse decision to the effect that the company’s 
franchise was not considered to be perpetual, as claimed by 
the company, but had in reality expired. The company was 
given until March 22, 1915, to secure a new franchise, and 
the time was later extended by the Iowa Supreme Court to 
June 22, 1915. During the last two years the company ex- 


ELECTRIC RAILWAY JOURNAL 


[ VoL. XLV, No. 16 


erted every possible effort to obtain a new franchise, but 
without success. As a result of the expenditures whichi it 
was called upon to make in connection with the franchise 
litigation and negotiations and also with the very material 
expenditures for improvements and additions, the company 
about exhausted its credit and cash resources. 

The Illinois Trust & Savings Bank, as trustee, has insti- 
tuted proceedings in the United States District Court in be- 
half of the bondholders to establish the contention that the 
franchise has not expired. It is expected that a bondhold- 
ers’ committee will be organizéd in the very near future. 
Pending the settlement of the suit the bondholders have ap- 
plied for a restraining order to prevent interference by the 
city. The franchise situation now seems to be improving as 
a result of the present situation. The Chamber of Com- 
merce has taken active steps in investigating the jitney sit- 
uation and from this point of view plans to aid the company 
in securing a satisfactory franchise. 

According to a statement issued by Harris, Forbes & 
Company, New York, the strong position of the company 
from the point of view of earnings is shown by the follow- 
ing figures for 1914: gross earnings, $1,371,044; operating 
expenses and taxes, $934,716; net earnings, $486,328; bond 
interest, $141,610; and amount available for interest on 
floating indebtedness, depreciation, etc., $294,718. In view 
of the value of its physical property and its earning capac- 
ity the company is said to be conservatively capitalized with 
a net indebtedness of $3,941,914. 


LEASES TO CITY PROPOSED 


Long Island Railroad and New York & North Shore Traction 
Company Suggest Lease of Lines by City 


Ralph Peters, president of the Long Island Railroad, has 
submitted to the Public Service Commission for the First 
District of New York a formal proposition for the leasing 
by the city of part of the Long Island tracks to Whitestone 
and Little Neck, to be used in connection with the city’s 
rapid transit line to Corona. Mr. Peters suggests that the 
agreement should provide for a trackage arrangement to 
cover a period of ten years with the privilege of renewal 
for a similar period, the agreement to be terminable upon 
three years’ notice by either party. He asks as rental 
$250,000 a year and in addition wants the city to pay its 
proportion of the cost of operation and maintenance as 
well as a certain percentage of the cost of additional tracks, 
stations and other facilities. The commission has referred 
the proposal to its chief engineer and counsel for reports. 
Under the law, as it stands at present, there is some doubt 
whether the commission has the right to lease privately- 
owned tracks for this purpose, and in order to remove this 
doubt the Legislature has been asked to pass an amendment 
to the rapid transit act. The draft of a bill for such amend- 
ment has been forwarded to Albany by the commission. 

The New York & North Shore Traction Company, which 
operates an electric railroad in Queens County from Flush- 
ing to Whitestone and to the city line of New York at Little 
Neck, together with an extension in Nassau County, has 
made a proposition to the Public Service Commission for 
the First District to lease its lines to the city for use in 
connection with the new rapid transit system at an annual 
rental of $98,761.50, which represents 5 per cent on the 
bonds and 6 per cent on the stock of the company. The 
commission has the matter under consideration. 


Chicago (Ill.) Railways.—The directors of the Chicago 
Railways have declared the full 4 per cent interest on the 
$2,500,000 of non-cumulative adjustment income bonds, pay- 
able on May 1 for the year ended Jan. 31, 1915. 


Cleveland & Eastern Traction Company, Cleveland, Ohio. 
—The Cleveland & Eastern Traction Company has called a 
special meeting on May 3 to amend its charter so that it may 
sell electric current for light and power. The company pur- 
chases current at wholesale from the Cleveland Electric 
Iiluminating Company. 

Columbus Railway, Power & Light Company, Columbus, 
Ohio.—The Columbus Railway, Power & Light Company has 
filed a new $5,000,000 first and refunding mortgage to the 
Girard Trust Company, Philadelphia, as trustee. 


_ the retiring directors. 


eS eee 
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Kansas City Railway & Light Company, Kansas City, Mo. 
—The Dennis committee, representing a large majority of 


_ the holders of $5,478,000 of 6 per cent collateral gold notes 


of the Kansas City Railway & Light Company, has issued 
a circular urging further deposit of the notes by May 15. 
This is similar to the circular sent out to holders of the 


- $10,200,000 of first lien refunding 5 per cent bonds, as noted 


in the ELECTRIC RAILWAY JOURNAL of April 10. The com- 
mittee states that an immediate separation of the stock 
ownership in the street railway and electric light properties, 
under existing financial conditions, presents serious diffi- 
culties and it may become necessary to foreclose very 
promptly the various mortgages resting upon the properties 
and upon securities representing these properties. Pro- 
ceedings are already in progress to foreclose the mortgages 
upon the street railway properties which constitute in part 
the security under the note agreement. Such foreclosures 
probably would necessitate the purchase of the pledged se- 
curities by holders of certificates of deposit representing 
the notes deposited with the committee. For this reason 
as large a deposit of notes as possible before May 15 is 
desired. Mayor H. L. Jost is reported to have expressed 
his belief that a reorganization of the street railway prop- 
erties will be effected before the expiration of the time limit 
on July 7. 


Long Island Railroad, New York, N. Y.—At the annual 
meeting of the Long Island Railroad on April 13 L. L. 
Kellogg, representing Dick Brothers & Company and other 
minority stockholders, protested against the re-election of 
The entire board, however, was re- 
elected by a vote of 170,404, 135,878 votes being cast by the 
Pennsylvania Railroad. The total minority vote was 25,317. 
Prior to this meeting Herbert C. Lakin had been elected a 
director to succeed A. J. County, resigned. 

Memphis (Tenn.) Street Railway.—The directors of the 
Memphis Street Railway have deferred the usual quarterly 
dividend of 1% per cent on $2,500,000 of 5 per cent cumu- 
lative preferred stock. 


Monterey & Pacific Grove Railway, Monterey, Cal.—The 
California Railroad Commission has refused to authorize 
the Coast Valleys Gas & Electric Company, which controls 
the Monterey & Pacific Grove Railway, to issue $100,000 
of bonds until the question is settled as to who is the 
guarantor of $300,000 of thirty-six-year 6 per cent bonds 
of the subsidiary company. After several transfers the 
railway came under the ownership of the Coast Valleys 
Gas & Electric Company, but this company contends that 
the guarantee of the railway bonds made at the time of 
first issuance was either assumed by one of the intervening 
parties in ownership or did not pass from the original 
guarantor. The commission holds that it has no power to 
adjudicate the question of liability and suggests that the 
parties settle the matter between them or take it to court. 
The controlling company for a time paid the interest on 
the railway bonds but suddenly discontinued to do so. A 
recent default in bond interest on the part of the railway 
was noted in the ELecTRIC RAILWAY JOURNAL of Jan. 23. 


Mt. Vernon (Ohio) Railway.—On April 6 Robert L. Carr 
was appointed receiver of the Mt. Vernon Railway and in- 
structed to operate the property until further orders from 
the court. This action was the result of a petition, filed by 
N. L. C. Kachelmacher, president of the company, who pre- 
sented a claim for $4,125 for services rendered. 


Northern Electric Railway, Chico, Cal—On March 29 the 
holders of the underlying bonds of the Northern Electric 
Company voted to grant the bankers’ syndicate an exten- 
sion of thirty days within which to carry out its reorgani- 
zation plan. The suggested plan, as stated before in the 
ELECTRIC RAILWAY JOURNAL, embodied five agreements. It 
is reported that the sufficient signatures for all except the 
last have been obtained to render these provisions opera- 
tive. Under the last agreement, which calls for subscrip- 
tions at 90 for $1,400,000 of underlying bonds, it is said 
that only about one-half had been subscribed for prior to 
March 30. 

Oakland, Antioch & Eastern Railway, Oakland, Cal.— 
At the annual meeting of the Oakland, Antioch & Eastern 
Railway on April 5, 56,000 of the 87,000 shares of out- 
standing stock were represented. The annual report showed 
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a total of 124 miles of track and 586,000 passengers. The 
gross revenue was $542,180; the operating expenses, 
$394,689, and the gross operating income, $147,623. Five 
new directors were added, as follows: Jesse W. Lilienthal, 
C. Osgood Hooker, F. H. Beaver, A. Haas, and H. A. Lard- 
ner. Former members of the board of directors who were 
re-elected are Walter Arnstein, S. L. Naphtaly, H. C. 
Breeden and J. S. Walter. H. T. Scott and H. A. Mitchell 
are to be added to the board at a later meeting. 


Okio Traction Company, Cincinnati, Ohio.—The Ohio 
Traction Company has sold to Cincinnati bankers and Ervin 
& Company, Philadelphia, an issue of $1,500,000 of 6 per 
cent gold coupon notes dated March 1. The authorization 
of these notes by the Ohio Public Utilities Commission was 
noted in the ELECTRIC RAILWAY JOURNAL of Feb. 6. 


Philadelphia Company, Pittsburgh, Pa.—The directors of 
the Philadelphia Company have declared a quarterly com- 
mon stock dividend of 11%% per cent, payable in cash on May 
1 to holders of record on April 17. This payment com- 
pares with 1% per cent paid quarterly from August, 1912, 
to February, 1915, inclusive, although the November, 1914, 
and the February, 1915, payments were made in scrip. 

Public Service Corporation, Newark, N. J.—The Public 
Service Corporation of New Jersey has applied to the Board 
of Public Utility Commissioners for approval of an issue 
of $5,000,000 of bonds and $8,300,000 of stock by the Public 
Service Newark Terminal Railway. These new issues are 
to cover the construction of the Newark terminal with con- 
necting tracks to the Public Service Railway, costing about 
$6,000,000, and to provide for the sale at par to the Public 
Service Corporation of $7,500,000 of capital stock in ex- 
change for an equal amount of obligations of the Public 
Service Railway. Subject to approval by the board, it is 
proposed to consolidate the Public Service Newark Terminal 
Railway and the Public Service Railway, after which the 
stock of the railway will be issued share for share for the 
stock of the terminal company. It was stated by counsel 
in a hearing on the application that the perpetual interest- 
bearing certificates of the Public Service Corporation would 
receive as additional security $7,500,000 of stock of the 
Public Service Railway now represented by floating in- 
debtedness ranking prior to the certificates, and also an 
additional $800,000 par value of stock of the railway repre- 
sented by the stock interest of the terminal company in 
the terminal property. J. E. Aldred has been elected as his 
successor and as a member of the executive committee. 

United Railways & Electric Company, Baltimore, Md.—it 
is announced that Francis E. Walters has resigned from the 
board of directors of the United Railways & Electric Com- 
pany. J. E. Aldred has been elected as lis successor and as 
2 member of the executive committee. 


United Railways Investment Company, San Francisco, 
Cal.—Although the United Railways Investment Company 
has changed its fiscal year to June 30, as previously an- 
nounced in the ELEcTRIc RAILWAY JOURNAL, the company 
is presenting a general balance sheet and a statement of 
income, profit and loss for the year ended Dec. 31, 1914, 
for the information of its stockholders. Its income during 
this year amounted to $1,949,199. Its expenses were $80,012 
and other charges $1,147,977, a total of $1,227,989. The net 
income for the year amounted to $721,209. The addition of 
the profit and loss surplus at the beginning of the year, 
amounting to $5,222,528, and the subtraction of a profit and 
loss credit of discount on bonds purchased for the sinking 
fund, amounting to $75,146, gave a profit and loss surplus 
as of Dec. 31, 1914, of $6,018,883. 


Virginia Railway & Power Company, Richmond, Va.— 
The Philadelphia Stock Exchange has listed an additional 
$180,000 of preferred stock of the Virginia Railway & Power 
Company, making the total preferred stock listed $7,879,400. 

Warren, Brookfield & Spencer Street Railway, Brookfield, 
Mass.—On April 8 the property of the Warren, Brookfield 
& Spencer Street Railway was sold at public auction to 
Frank L. Palmer, Saco, Maine, for $160,000. Mr. Palmer’s 
bid was the only one made. As noted heretofore in the 
ELEcTRIC RAILWAY JOURNAL, four attempts were previously 
made to sell this road for an upset price of $150,000, but 
last February the receivers secured permission from the 
court to reduce the amount to $50,000. It is believed that 
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the property was purchased by Mr. Palmer for the bond- 
holders, who will later reorganize and form a new company. 


West Jersey & Seashore Railroad, Camden, N. J.—Joseph 
W. Cooper has been elected a director of the West Jersey & 
Seashore Railroad to succeed N. Parker Shortridge, deceased. 


DIVIDENDS DECLARED 


Brazilian Traction, Light & Power Company, Toronto, 
Ont., quarterly, 1% per cent, common. 

Commonwealth Power, Railway & Light Company, Grand 
Rapids, Mich., quarterly, 1144 per cent, preferred; quarterly, 
1 per cent, common. 

Connecticut Railway & Light Company, Bridgeport, Conn., 
quarterly, 1 per cent, preferred; quarterly, 1 per cent, com- 
mon. 

Denver & Northwestern Railway, Denver, Col., quarterly, 
1 per cent. 

Green & Coates Streets Passenger Railway, Philadelphia, 
Pa., quarterly, $1.50. 

Havana Electric Railway, Light & Power Company, Ha- 
vana, Cuba, 3 per cent, preferred; 244 per cent, common. 

Public Service Investment Company, Boston, Mass., quar- 
terly, $1.50, preferred. 


ELECTRIC RAILWAY MONTHLY EARNINGS 
AMERICAN RAILWAYS, PHILADELPHIA, PA. 


Gross Operating Net Fixed Net 

Period Earnings Expenses Earnings Charges Surplus 
im.,, .Mar:,) °15: $408,880 9°: ....ct) Sees Gene eee ek 
= = "14 ARG) t ere, Re Gl. oes 
5 Sad : "Th DB65 A672. bo 6. Sawa eee o 
3% ¥ "14 1,254,340" - See yee ee ees 

ATLANTIC SHORE RAILWAY, SANFORD, MAINE 

Im., Feb., °15 $20,961 *$19,977 $1,602) Si eee 
se _ "14 18,835 *22,139 2,644 > S55. Se eee cas 


CLEVELAND, PAINESVILLE & EASTERN RAILROAD, 


WILLOUGHBY, OHIO 
1m., Feb., 715 $25,260 *3$16,594 $8,666 $10,939 $2,274 
1 PS #3 24,813 *16,232 8,580 0,829 72,248 
ae 3 "15 52,972 *33,613 19,359 21,900 72,541 
2“ : “1 33,627 *33,027 20,599 21,618 71,017 


FT. WAYNE & NORTHERN INDIANA TRACTION, 
FORT WAYNE, IND. 


Im., Jan., *15 $152,083 *$88,586 $63,497 
tape % 14 161,341 *92,406 68,935 47,407 


$49,678 4£$14,138 
$21,656 


HUDSON & MANHATTAN RAILROAD, NEW YORK, N. Y. 


im., Jan., "15 $473,192 *$199,436 $273,756 $33,566 $240,190 

ig “f "14 487,055 *204,653 282,402 32,570 249,832 

KENTUCKY TRACTION & TERMINAL COMPANY, 
LEXINGTON, KY 


$62,079 *$36,818 $25,261 $16,986 $$12,676 


i Fs = "14 62,650 aoe 682 26,968 17,103 £13,390 
‘oe Z "15 491,370 *279,831 265,482 118,901 $108,252 
* ate rr "14 463,586 +265, 483 198,103 117,317 $94,902 


LAKE SHORE ELECTRIC RAILWAY, CLEVELAND, OHIO 


im. Feb, 225 $89,201 *$68, Ss, $20,466 $35,991 F$15,525 
LS Ga "14 90,021 #638 21 26,201 35,285 79,084 
2‘ bs "15 187,837 *140, 546 46,991 71,917 #24, 925 
Ae = "14 195,509 *132,301 63, 209 70,342 77,133 
NORTHERN OHIO TRACTION & LIGHT COMPANY, 
AKRON, OHIO 
Im., Feb., °15 $260,451 *$164,986 $95,465 $50,854 $44,611 
tk, = "14 248,006 *154,878 93,128 50,031 43,097 
2° "15 541,289 *346,964 194,325 101,105 93,220 
2" pa: 518,966  *326,169 192,797 991493 93,304 


PHILADELPHIA (PA.) RAPID TRANSIT COMPANY 


Im., Feb., ’15 $1,833,772 $1,090,922 $742,856 $812,147 7$69,291 
mS a "14 «1,779,009 1,096,891 682,119 802,233 120,114 
Saw 715 15,777,297 9,163,401 6,613,896 6,472,515 141,381 

8" ze 714 16,025,075 9,434,982 6,590,093 6,401,075 189,018 

VIRGINIA RAILWAY & POWER COMPANY, 
RICHMOND, VA. 

Im., Jan., °15 $436,197 $205,144 $231,052 $137,720 $99,508 
Eee me *E 441,823 204,473 237,349 135,409 £108,532 
Nae - "15 «3,068,902 1,467,164 1,601,737 948,283 £700,385 
Ose e: 14 3'060,942 1,467,629 13593,312 938,227 $708,803 


WESTCHESTER ELECTRIC RAILROAD, MOUNT VERNON, N.Y. 


im., Feb., °15 $16,079 $20,445 $4,365 $1, 384 T86, 748 
5 Mae o "14 14,909 20,435 5,525 1,164 ff6,677 
o 2 yi a3" 175,280 181,032 5,752 10, 270 $15, "933 
bag th "14 169,431 170,127 695 8,743 TT9, 265 

*Includes taxes. 7Deficit. tIncludes other income. 
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Traffic and Transportation 


THE JITNEY BUS 


Buffalo, Portland, El Paso and Tuscon Added Cities Which 
Have Passed Ordinances—One State Bill Passed 
and Others Pending 


The ordinance governing the operation of the jitney in 
Buffalo, N. Y., was signed by the Mayor on April 6. The 
Measure makes it unlawful for any person to use any 
streets in Buffalo for the operation of any motor vehicle 
for the carriage of persons at hire, at a rate of fare of 15 
cents or less for each passenger, without first securing a 
license. Applicants for permission to operate in the city 
must file with the city clerk a map of the designated 
route, together with a statement containing the schedule 
to be maintained, the number of cars to be operated and 
the fare. All applications for permission to operate are 
to be referred to the committee on streets of the City 
Council for a public hearing. The Council may approve or 
modify any or all such routes, operating schedules or head- 
ways. The license fee is to be as follows: for each vehicle 
not to exceed five passengers, $75; for each vehicle having 
a capacity of more than five but not more than ten passen- 
gers, $100; and for each vehicle having a carrying capacity 
of more than ten passengers, $150. Before the license is: 
granted the applicant must file a bond for $5,000 for one 
vehicle and $1,000 for each additional vehicle. If the appli- 
cant elects to do so, he may, in lieu of giving the bond, 
deposit $5,000 with the city treasurer for one car and an 
additional sum of $1,000 for each additional vehicle. 

The ordinance regulating jitneys and automobile buses 
in Portland, Ore., has been passed by the City Council. 
It will go into effect on May 2. Among the provisions of 
the ordinance are the following: drivers must secure 
license. A license fee of $2 per month for all machines 
carrying seven or less passengers, and 25 cents per seat 
per month for larger machines. Machines must follow 
routes designated in the license. Service must be main- 
tained from 6 a.m. to 10 a.m., and from 3:30 to 11 p.m. 
On Sunday, service may be started at 7:30 am. The fare 
is fixed at 5 cents. Machines carrying fourteen passengers 
or more are to stop at all railroad crossings. 
of passengers is limited to the seating capacity of the 
machine. Drivers are to take an examination. Machines 
are to be officially inspected monthly. Drivers.must be at 
least eighteen years old. Routes are not to be changed 
except by permission of the commissioner. 

On April 1 the City Council of El Paso. Tex., passed an 
ordinance regulating the jitney. This measure goes into 
effect on April 24. It provides among other things that 
no person shall operate an automobile in passenger service 
without first securing a chauffeur’s certificate; that an 
examining board shall be appointed by the Mayor to pass 
upon all applicants for certificates; that each motor bus 
operated in the city shall be licensed by the city; that’ 
applicants for city license shall state their name, residence 
and business address, the number of véhicles to be run and 
the seating capacity of each car; that a bond shall be 
executed before the license is issued, such bond to be in the 
sum of $5,000 for the operation of less than six vehicles, 
$10,000 if the number is more than six and does not exceed 
ten and $15,000 if the number exceeds ten. 

Favorable action has been taken by one board of the 
General Council of Louisville, Ky., on an ordinance which 
provides for the regulation of the jitney in that city and, 
it-is stated, approval of the other board and that of the 
Mayor is assured. Only one vote was cast against the 
measure in the lower board. The principal provision of 
the ordinance is for the deposit by every operator of every 
jitney bus of a $5,000 surety bond or other security to that 
amount whenever a license is taken out. Licenses are 
graduated from $10 to $25 a year, according to the seating 
capacity of the vehicles, and it is provided that each 
machine in such service shall display on it the name of 
the owner or operator and the route and destination of the 
car; that no machine may be run except by licensed chauf- 
feur and that where the owner runs his own car he must 
have such a license. No machine shall be operated while 
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persons are sitting or standing on the running boards or 
anywhere else except inside the car. Penalties of from 
$10 to $25 are provided for violation of any provision of 
the measure, each day the violation is persisted in to count 
as a separate offense. 

The ordinance regulating the jitney passed in Tucson, 
Ariz., provides that drivers shall name a specified route over 
which they propose to run their cars and show that there is a 
need for such service as it is proposed to establish. They 
must agree to run their cars at specified hours of the day. 
Where a permit is approved an indemnity bond for $2,500 
for each bus must be filed with the Council, and all buses 
seating less than seven passengers must pay in advance a 
license of $15 a quarter. Buses seating from seven to ten 
passengers must pay $20 a quarter, and larger buses must 
pay $30 a quarter. 

A measure to regulate the jitneys is before the City Com- 
missioners of Rock Island, Ill. The ordinance makes it nec- 
essary for those who intend to engage in passenger trans- 
portation to secure a license. Owners must designate the 
route intended to be traveled. The commissioners are em- 
powered to modify any route or operating schedule. Every 
owner must pay the sum of $100 in advance for each machine 
carrying from one to five passengers, $125 for each car car- 
rying from five to seven passengers, and $150 for each car 
carrying more than seven passengers. The indemnity bond 
is fixed at $10,000 for not more than two cars and at $20,000 
for more than two. No vehicle is to be permitted to carry 
passengers in excess of its seating capacity. 

The Frailey bill to regulate the jitney has passed the Sen- 
ate of the Iowa Legislature and is expected to pass the 
House. The measure provides a law empowering city coun- 
cils of all cities and towns to regulate jitney traffic by re- 
quiring license fees, fixing streets and routes-upon which the 
jitneys must operate, and requiring the filing of indemnity 
bonds to protect the city and the public. Penalties for vio- 
lations are provided. When the bill becomes a law the Des 


' Moines City Council is ready to pass an ordinance as it pro- 
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vides. The aim of the proposed Des Moines ordinance is to 
protect the public from irresponsible operators. Emil G. 
Schmidt, president of the Des Moines City Railway, believes 
that competition from the jitney will be lessened when the 
new law goes into effect. Des Moines now has ninety jit- 
neys in operation. The Frailey bill was published in full in 
the issue of the ELECTRIC RAILWAY JOURNAL of April 10, 
page 733. 

The Thompson bill pending in the Senate of New York, 
referred to in the ELECTRIC RAILWAY JOURNAL of April 3, 
makes jitneys common carriers and subject to the public 
service commission law and also gives cities the right to 
regulate their operation. The measure was passed by the 
Senate on April 14. The companion bill in the Assembly is 
before the judiciary committee. 

Governor Carlson of Colorado on April 10 signed a bill 
making jitmey buses and companies public utilities and 
placing them under control of the State Public Utilities 
Commission. 

The matter of regulating the jitneys in Atlanta remains 
unsettled. City Attorney James L. Mayson recently ruled 
that jitneys could not be required to apply for franchises. 
In view of this declaration Alderman Albert Thomson said 
recently: “If we are going to have jitneys permanently in 
Atlanta we should charge them for the use of the streets 
just as we do the Georgia Railway & Power Company. If 
we lack sufficient authority over the streets to require 
franchises we should apply to the Legislature. It might 
be a good idea to pass a prohibitive license until we are 
able to secure proper regulation.” 

A bill to regulate the jitney is before the City Commis- 
sioners of Galveston, Tex. The measure provides for licens- 
ing motor-bus operators, fixing the license fees as fol- 
lows: for each motor bus seating five persons or less, 
including the driver, $30 a year; six or seven persons, 
including the driver, $35; eight to fifteen persons, including 
the driver, $45; sixteen to twenty-nine persons, including 
the driver, $55; thirty or more persons, including the driver, 
$75. A minimum indemnity bond in the sum of $5,000 is 
suggested. 

Attorney-General Walter C. Owen of Wisconsin has ren- 
dered an opinion to the effect that the jitney does not come 
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under the provisions of the Wisconsin public utility act. 
He says that the jitney should be classed with taxicabs 
and the hack. The jitney bus business is essentially a 
private one. bg 

The jitney made its appearance in Seattle, Wash., on 
Dec. 14. Approximately 650 cars were in operation in the 
latter part of February. On April 8, however, approxi- 
mately 300 were in operation. It is believed that 90 per 
cent of the cars in operation in the city are five or seven- 
passenger touring cars. No restrictive legislation had been 
passed by the municipality up to April 8 other than to re- 
vise the general traffic ordinance of the city, requiring that 
drivers of cars for hire pass an examination as to their 
ability as drivers and their condition of health. Some few 
drivers have been found unfit under these examinations, 
but the number of cars which have had to suspend on this 
account is not appreciable. At the recent session of the 
Legislature the State passed a bill over the Governor’s veto 
requiring that all auto buses file with the Secretary of State 
an indemnity bond in the sum of $2,500, as noted previously 
in the ELECTRIC RAILWAY JOURNAL. This law went into 
effect on April 10. 

Chief of Police Lang of Seattle, Wash.,, made the point 
on April 1 that in fifty-nine days there were 334 accidents 
from the jitney in that city. Of this total 199 resulted in 
damage to the machines, ninety-six visited greater or lesser 
bodily injury upon passengers, and thirty-nine caused injury 
to both passengers and vehicles. He recommends the re- 
striction of the jitney bus to paved thoroughfares where 
street cars do not run; a rule requiring the jitneys to be 
lighted after dark; the stationing of police: officers along 
jitney routes; provision against overcrowding, and suspen- 
sion of jitney drivers for violation of rules‘ of traffic. 

It is reported by the jitney associations in Kansas City 
that as many as 70,000 persons have beer carried’ds passen- 
gers in the buses and touring cars in a single day in that 
city. Some forty buses are now in service. One of the new- 
est buses has windows which operate like those in street cars, 
and is equipped with electric lights. ‘ This bus has seats for 
twenty passengers and has straps for ten more. The open- 
ing of the Federal League baseball season in Kansas City 
brought out many buses and private cars to take patrons to 
the game. Many men in Kansas City are investing their 
savings in jitneys, companies are being formed, and in some 
cases men of small means have pooled their saving’s in order 
to put three or four buses in service. Despite the increase 
in the number of automobiles the Metropolitan Street Rail- 
way carried within.10 per cent of the normal number of pas- 
sengers during March. The question of single or double in- 
demnity for personal injuries received while a passenger on 
a jitney seems likely to be settled in favor of double indem- 
nity by the casualty companies. One of the leading compa- 
nies is known to have paid double indemnity to a policyhold- 
er who was injured in a jitney accident, and other companies 
are declaring that they will pay double indemnity. A few 
still leave the matter in doubt. So far as known, however, 
no company is writing jitney liability insurance in Kansas 
City. 

The Vincennes (Ind.) Traction Company has announced 
that it will hereafter sell six tickets for 25 cents or twenty- 
five tickets for $1. At the same time Louis J. Fohr, presi- 
dent and superintendent of the company, announced that he 
would seek to obtain the approval of the city of his plan to 
place only one trainman on each car instead of both a motor- 
man and a conductor. It is said that the changes which are 
proposed are due in a measure to the competition of the 
jitney. 

The executive committee of the Safety First Federation 
considered the matter of the jitney at an executive session 
held in New York on April 8. Among those who attended 
the conference were Charles M. Talbert, director of streets 
of St. Louis; John Gillespie, police commissioner of De- 
troit; and W. D. Mahon, president of the Amalgamated 
Association of Street & Electric Railway Employees of 
America. The conference being executive no report of the 
proceedings is available, but Mr. Talbert expressed himself 
at length to the newspaper men in regard to the menace of 
the jitney in St. Louis. It will be recalled that it was Mr. 
Talbert who invoked the police power in St. Louis against 
the jitney. Mr. Talbert spoke particularly about the menace 
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of the second-hand car in jitney service. He said that in 
St. Louis a large supply of discarded cars, so broken down 
that private owners would not risk using them, was rolled 
out from the scrap heap for use as jitney buses. In conse- 
quence the city officials ordered all jitneys to be inspected 
at the city automobile garage once every two weeks and 
limited the carrying capacity of the cars. He was quoted 
to the effect that a comprehensive plan of regulation was 
dropped a few days before a local election, as the politicians 
feared the effect of this plan on the voters. Mr. Mahon is 
reported as having said that the Amalgamated Association 
plans a nation-wide campaign against the jitney because 
street railway employees are being laid off. The Amalga- 
mated Association was prepared to urge that as a matter of 
fair play, the jitney drivers should be compelled to put up 
a bond of $10,000 to indemnify the victims of accidents. 

Although the local transportation committee of the Chi- 
cago City Council looks with favor on some of the proposed 
10-cent bus lines, it has criticised Montague Ferry, com- 
missioner of public service, for devoting so much of his 
time to some of these projects, he-having prepared and in- 
troduced an ordinance for a bus service and taken interest 
in securing signatures to bus petitions. 

Municipal Traffic Engineer Kirkpatrick, of Portland, Ore., 
reports that since the completion of his recent survey of the 
jitney situation in that city, no new cars have been added 
to the service and that forty-five of the cars then in service 
have been put out of business by accidents. Mr. Kirkpatrick 
reports that many other former jitney drivers have gone out 
of business, but that their cars are being operated as jitneys 
by new owners. Mr. Kirkpatrick says that jitney drivers 
when they realize that there is no profit in the business sell 
their cars and retire quietly. He says: “It is my opinion, 
from careful observation and study, that the jitney busi- 
ness will adjust itself. It will need no regulation. I know 
of many jitneys that are for sale and I know of a long 
list of others that have been sold. The State license trans- 
fer records also show this fact. Appreciable slumps in the 
business will be seen when the cars now operating begin 
to wear out, or the repair bills become excessive by reason 
of age. I can see no possible way for touring car operation 
in regular service to become profitable.” 

Competition among the jitney operators in Atlantic City, 
N. J., has become so keen that the fares have been cut in 
some instances to 3 cents. The men operating jitneys on 
Atlantic and Pacific Avenues conceived the idea that it 
would be advisable to co-operate and attempt to secure from 
the city an exclusive franchise to members of the Jitney 
Omnibus Association. Cold water was promptly thrown on 
this proposal by Theodore: Schimpf, city solicitor, who said 
that the proposal to license twenty drivers and eliminate all 
others was unconstitutional. Riding in an automobile is 
certainly not a novelty to most of the visitors to Atlantic 
City, and this fact has been advanced to explain the keen 
competition for the limited amount of patronage which is 
available. 

Many of the daily papers throughout the United States 
have used in prominent places extracts from the article on 
jitney costs which was published in the ELEcTRIC RAILWAY 
JOURNAL of Feb. 18, from the other articles on the jitney 
which have appeared in this paper, and from the literature 
on the jitney issued by the American Electric Railway As- 
sociation. 


ADEQUATE SERVICE QUESTION 


Convenience of Public Limited Only by the Constitutional 
Limit of Confiscation 


The Public Service Commission of the State of Wash- 
ington has issued an order restoring service of Alki and 
Fauntleroy Street cars through Town to Virginia Street; 
directing the Puget Sound Traction, Light & Power Com- 
pany to provide seats for substantially all persons using 
these cars, and insisting on continuation of through service 
on the Ballard Beach Street line. The order is of con- 
siderable interest on account of the reference which it con- 
tains to the subject of adequate service. The commission 
said in part: 

“The service for which the company is entitled to receive 
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compensation in the form of a return on its investment i 
the service defined by law that is adequate and sufficient. 
The law does not authorize the company to demand a 
return on its investment for providing a service which is 
50 per cent adequate and sufficient, or anything less than 
100 per cent adequate and sufficient. The measure of com- 
pensation to which the company may be entitled is not 
graduated according to the degree of proficiency with which 
it discharges its duty. The law does not authorize the 
company to demand one-half of a. reasonable return on its 
investment for furnishing a service which is 50 per cent 
adequate and sufficient. Hence a proceeding such as this, 
to require the company to provide adequate and sufficient 
service facilities, is not a proceeding affecting rates. 

“Tt is not incumbent upon the commission to make a 
valuation of the company’s property before requiring the 
company to furnish adequate and sufficient service facilities. 
The company may not defend against such requirements 
by showing that the particular service demanded is not 
profitable, and in this case it is no defense for the company 
to show that a particular line of its system is or. is not 
profitable. The sole question is the convenience of the 
public, limited only by the constitutional limit of confisca- 
tion. It is not contended it would be just or lawful to 
specify an unreasonable service; but a just and reasona le 
service that considers the frailties of women and others, 
who of necessity are required to use street cars, should at 
all times be required and furnished. A service which re- 
quired patrons to stand for long distances is neither safe, 
adequate nor sufficient. 

“The idea has been permitted to grow up that street rail- 
ways shall not be required to furnish comfortable accom- 
modations for all their passengers, and that in order to pay 
interest on bonds, dividends on stock and other charges, 
men and women must be subjugated to inconvenience and 
to unseemly conditions. This commission is not in sym- 
pathy with such an idea. 

“The commission has ordered a valuation of the company’s 
property. If it should appear upon the valuation that the 
company cannot provide adequate and sufficient service and 
at the same time earn a reasonable return upon its invest- 
ment, the commission will increase its return. On the other 
hand, if it appears from a waluation of the company’s 
property that the rate now charged is excessive, the com- 
mission will order the rates reduced.” 

A. L. Kempster, general manager of the company, is 
quoted in part as follows: 

“There is little comfort in the declaration that the 
appraisal of the company’s holdings may result in per- 
mission to increased rates. Such appraisal, though under 
way at the present time, will take a long time to complete 
even though we are throwing- our books and records open 
to the commission’s engineer and its field staff to facilitate 
the work. In the meantime, should we comply with the 
orders of the commission we would be compelled to shoulder 
a still further increase of losses. We have twenty days in 
which to appeal against the order of the commission, and 
proper action will be brought for this purpose in the imme- 
diate future.” 


Fare Boxes in Kansas City.—The Metropolitan: Street 
Railway, Kansas City, Mo., installed fare boxes on the 
Troost and the Prospect lines on Easter Sunday. 


Accident in Detroit. — Several persons were killed and 
about twenty others were injured on April 14 when a car of 
the Detroit (Mich.) United Railway was struck by a switch 
engine of the Detroit, Toledo & Ironton Railroad. 

First Toronto Hydro-Radial.—The official opening of the 
London & Port Stanley Railway, which will be the first 
“hydro-radial” in operation in Ontario, is to be held on July 
12. Sir Adam Beck, chairman of the Hydro-Electrie Power 
Commission of Ontario, will preside. 


Running Board Equipment Completed.—More than fifty 
open cars of the Springfield (Mass.) Street Railway have 
been equipped with double running boards in compliance 
with the law passed in 1914, prohibiting the use of running 
boards that are more than 15 in. from the ground. 


Change in Freight Rates—The Empire United Railway, 
Inc., Syracuse, N. Y., has announced that effective on May 1, 
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1215, the charge for a motor freight car furnished for the 
transportation of freight by special service between local 
stations will be 60 cents per mile, with a minimum charge 
of $25 in addition to the regular freight charge. 


Extension of Order Against Overcrowding.—On April 9 
the board of health of New York issued overcrowding 
orders against the Smith Street and the Gates Avenue sur- 
ace lines of the Brooklyn Rapid Transit Company. This 
makes a total of five orders issued against Brooklyn lines 
, since the start of the crusade by S. S. Goldwater, commis- 
sioner of health. 


New Jersey Rate Re-hearing.—The State Board of Public 
Utility Commissioners of New Jersey has granted the appli- 
. cation of the Pennsylvania Railroad, Philadelphia & Reading 
| Railroad and the West Jersey & Seashore Railroad for a 
rehearing of their request for permission to put into effect 
: a schedule of advanced passenger rates between points 
| within the State. No date was set for the rehearing. 


Advance in Fare.—The Orange County Traction Com- 
pany, Newburgh, N. Y., has announced that effective on 
June 1, local one-way fares in both directions between New- 

| burgh and Orange Lake Park or between Walden and 

Orange Lake Park will be 10 cents, an advance of 5 cents 
between the hours of 2 p. m. and 12 o’clock midnight. The 
chartered car rate for one way or round trip between 
Walden and Orange Lake Park will be $10. 


Hearing on Open Cars in Toronto.—The Ontario Railway 
board on April 7 took up the matter of abolishing open cars 
in Toronto, but adjourned the hearing until May 15. Alder- 
man Gibbons contended that the open car was a ‘menace. 
R. J. Fleming, manager of the Toronto Railway, opposed 
the change. He said that an order requiring center aisles 
would mean the rebuilding of all the cars. The width of 
the devil strip made it impossible to widen the cars. 


Procedure in Regard to Complaints.—Upon motion of 
Commissioner William Hayward, the Public Service Com- 
mission for the First District of New York has directed its 

- secretary to notify all public service corporations that fail- 
ure upon their part to respond promptly to letters from the 
secretary in regard to informal complaints will be deemed 
sufficient reason for the institution of formal proceedings, 
requiring the attendance of the officers of the companies at 
the commission’s offices. 


Tickets as Prizes for Safety Essay.—One book of fifty 

street car tickets has been given by the Knoxville Railway 

& Light Company, Knoxville, Tenn., to each of forty-three 

| pupils of the city’s public schools for the best essays on 

safety first, written and submitted during March. At the 

same time the company announced that the offer was re- 

newed for April and that winners would be awarded the 

prizes early in May. Every pupil in the city’s schools is 

eligible to compete and one prize winner is chosen from 
among the essays submitted by each class. 


Los Angeles Railway Wins Fare Case.—The District 
Court of Appeals in Los Angeles, Cal., handed down a de- 
cision on April 6 upholding the right of the Los Angeles 
Railway to charge 10-cent fares from the city to Eagle 
Rock, Glassel and other points in that district. The suit 
against the Los Angeles Railway was brought under the 
old rublic utilities act of 1878, which provides for a penalty 
against any street railway in each instance where an over- 
charge is demanded. This section is plain on the subject, 
| but, according to the Appellate Court, it was completely 
zi repealed in 1911 by what is known as the California public 
| utilities act. 


Increase in Fare Proposed.—The Idaho Traction Com- 
pany, Boise, Idaho, has filed with the Public Utilities Com- 
mission of that State a new schedule of passenger rates, 
to become applicable, if approved by the commission, on 
the interurban lines of the company. The new schedule 
asks for an increase from 2% cents to 3 cents a mile in the 
one-way rates, and from 2% cents to 2% cents a mile on 
the round-trip rates. The increase requested on commuta- 
tion rates is from 1% cents to 1% cents a mile, and on 
school rates from 1 cent to 1% cents a mile. This rate 
would cause an increase on a one-way ticket between Boise 
and Caldwell, from 75 cents to 85 cents, and on a round- 
trip ticket from $1.25 to $1.45. 
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Extension of Copper Zones in Indiana.—At the hearing 
held on April 12 before the Public Service Commission of 
Indiana on the petition of the Indianapolis & Cincinnati 
Traction Company to change the basis of its passenger 
fares from the nickel zone to the copper basis, the com- 
mission stated that it would issue an order granting the 
petition of the company for the change in its tariffs. The 
order will be substantially the same as that granted the 
Terre Haute, Indianapolis & Eastern Traction Company on 
March 29, which was published in the ELEcTRIC RAILWAY 
JOURNAL for April 10, page 734. The fares will be based on 
the rate of 2 cents a mile for the distance actually traveled, 
% mile at 1 cent to be taken as the unit. 


Cleveland Suburban Operating Controversy.—The con- 
tention between Peter Witt, street railway commissioner 
of Cleveland, Ohio, and the suburb of Lakewood has as- 
sumed a queer angle. Mr. Witt recently gave the village 
until May 1 to enact an ordinance permitting the interurban 
cars to run through its territory without stopping under 
penalty of having the day service on Clifton Boulevard re- 
duced from ten to fifteen minutes and the night service 
eliminated entirely. Mayor Tyler, however, contends that 
the franchise granted to the Cleveland Railway in 1901 con- 
fers on the Lakewood Council the right to regulate car 
service between midnight and 6 a. m. Lakewood councilmen 
say that the interurban cars are going through their city 
by tolerance, and that they can be stopped at the boundary 
line if Council chooses to take action in that direction. 


Freight Shipments Increase.—With arrival of spring and 
spring weather, the freight business of the Louisville & 
Interurban Railway, Louisville, Ky., has grown to consid- 
erable proportions, all manner of freight being carried, farm 
implements, seed, fertilizer, etc. C. H. Wyatt, general 
freight agent for the company, has been engaged for some 
years in impressing the farmers of the territory reached 
by the company’s lines that their time, at seasons like this, 
is worth much more when spent or exerted in the fields than 
when given to hauling supplies out from town. New equip- 
ment in the way of motor-driven flat cars has been added 
to the service to take care of the increased business in coal 
and building materials. A recent development is that of the 
Ohio River Sand & Gravel Company in locating big bins on 
the tracks of the Louisville Railway. It is thus possible 
for these building materials to be loaded expeditiously and 
at low handling cost. 


The Ohio Service Case.—In order to enable the company 
to carry its case to the United States Supreme Court the 
Ohio Supreme Court granted the Hocking Valley Railroad 
a temporary injunction on April 9, to prevent the Public 
Utilities Commission of Ohio from inforcing its order to 
the effect that electric railway service shall be resumed 
between Hamden and Wellston. As has been stated in the 
ELECTRIC RAILWAY JOURNAL, the company sought to sup- 
plant the electric service between these two points with a 
steam service. The commission ordered the company to re- 
sume electric railway service and the case was carried to the 
Ohio Supreme Court, which decided that the order was not 
unreasonable and refused to disturb it. The United States . 
Supreme Court will be asked to decide the question of 
whether a particular kind of service may be discontinued 
on a certain branch line because it is unprofitable when it 
is not shown that the entire line is unprofitable. 


Seven Years Without a Fatality—Safety for March, 
1915, published by the American Museum of Safety, New 
York, N. Y., contains the brief submitted by the Hudson & 
Manhattan Railroad in competition for the Brady medals 
of the museum. The company, in a letter by W. C. Fisk, 
the president, says: “The Hudson & Manhattan Railroad 
was a competitor for the Brady medals for the year ended 
June 30, 1914, and expects to compete continuously 
throughout the years to come. That this company was not 
successful in winning the medals this year is not an im- 
plication of any lack of safety appliances, or of constant 
effort on the part of the officers and employees to promote 
safety and health. This company enjoys a reputation of 
being ‘the safest railroad in the world,’ and we are happy 
to state that in the seven years from the beginning of 
operation, to Feb. 26, 1915, we carried 329,357,277 passen- 
gers without a fatality attributable to train operation.” 
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Personal Mention 


Mr. O. W. Brain, chief electrical engineer for railways 
and tramways to the New South Wales government, has 
accepted the position of president of the Electrical Asso- 
ciation of Australia. 


Mr. John A. Crilly, claim agent of the Hartford lines of 
the Connecticut Company, completed fifty years of service 
on April 7 with that company, the Hartford Street Railway 

, and their predecessors. Mr. Crilly is sixty-eight years of 
age. He is active in civic affairs in Hartford and has 
served in the Council of that city. 


Mr. A. Mueller has resigned as superintendent of the 
Mankato (Minn.) Electric Traction Company to become 
manager of the New York Department Store in Mankato. 
Mr. Mueller has been connected with the Mankato Electric 
Traction Company for the last five years, three years as 
cashier and bookeeper and two years as superintendent and 
purchasing agent. 

Mr. J. E. Aldred has been elected a director of the United 
Railways & Electric Company, Baltimore, Md., to succeed 
Mr. Francis C. Waters. Mr. Aldred has also been elected a 
member of the executive committee of the company. Mr. 
Aldred was formerly president of the Consolidated Gas, 
Electric Light & Power Company, Baltimore, and the Penn- 
sylvania Water & Power Company. 


Mr. Emil N. Thyse has been appointed superintendent and 
purchasing agent of the Mankato (Minn.) Electric Traction 
Company to succeed Mr. A. Mueller, who as noted else- 
where in this column has assumed the managership of the 
New York Department Store in Mankato. Mr. Thyse has 
been connected with the Mankato Electric Traction Com- 
pany for the last five years as a conductor. 


Judge John W. Slocum, of the Monmouth County Common 
Pleas Court, last year’s president of the Senate of New 
Jersey, was on April 2 appointed by Governor Fielder and 
confirmed by the Senate as a member of the State Board 
of Public Utility Commissioners to succeed Mr. Thomas J: 
Hillery, of Morris County. Mr. Hillery had been on the 
board since its creation and was the only Republican re- 
maining of the three. 

Mr. C. H. Robbins, chief clerk of the Yakima Valley 
Transportation Company, North Yakima, Wash., has been 
appointed superintendent of transportation, and Mr. Max 
Vestal, who has been chief electrical engineer, has been 
appointed superintendent of way and equipment. These 
appointments mark a slight change in the organization of 
the company’s operating department, the two positions hav- 
ing been created following the recent resignation of Mr. 
F. H. Drake as superintendent. 


Mr. William F. Turner, who has maintained an office in 
Portland, Ore., since 1911 as a consulting engineer, has 
been elected president of the Oregon Society of Engineers. 
Mr. Turner was bern-in Quincy, IIl., in 1858. He was grad- 
uated from Knox ‘College in 1879 and from Cornell Uni- 
versity two years later with a degree of M. S. After vari- 
ous engineering experiences Mr. Turner entered the employ 
of J. G. White & Company, in 1899 and continued with them 
until 1907. For that company he acted as managing engi- 
neer at Auckland, New.Zealand, where he supervised the 
construction of electric tramways paving, conduits and 
power plants. -Returning to New York he engaged in gen- 
eral engineering practice and subsequently accepted the ap- 
pointment as Northwest manager for W. S. Barstow & 
Company. 


OBITUARY 


W. S. Walcott, formerly superintendent of the Salem 
division of the Bay State Street Railway, Boston, Mass., is 
dead. Mr. Walcott was born in Danvers on Feb. 9, 1862. 
He entered the employ of the Salem & Danvers Street 
Railway as a driver and later became connected with the 
Boston &. Northern Street Railway. 

Henry W. Poor, banker and internationally known as the 
publisher of Poor’s Manual, died suddenly on April 13 at 
his home in New York. He -was.born in Bangor, Maine, in 
1844, and received ‘his education at Harvard University, 
from which ‘he was graduated ‘in 1865 with the degree of 
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A. B., taking the degree of A. M. in 1872. Mr. Poor settled 
in New York immediately after graduation in 1865, and 
started in the banking and publishing business as a mem! 
ber of the firm of H. V. & H. W. Poor. He started publish- 
ing Poor’s Railway Manual in the same year, and soon 
became widely known. 


George Cutter, one of the pioneers of the electrical indus- 
try and the organizer and vice-president of the George Cut- 
ter Company, South Bend, Ind., died of heart failure on April 
6, 1915, in Los Angeles, Cal. Mr. Cutter was born near Bos- 
ton in 1853. He was intimately associated with the introduc- 
tion of the Bell telephone in 1876. In 1881 he went to Russia 
for the International Beli Telephone Company. Two years 
later he became connected with the Thomson-Houston Com- 
pany, and as engineer for that company he made a second 
trip to Europe. In 1889 he started in business for himself in 
Chicago in the manufacture of electrical appliances. In 1898 
he organized the George Cutter Company, which designs and 
manufactures specialties for outdoor electric lighting. 


J. A. Gaboury, whose death in Baltimore was noted briefly 
in the ELECTRIC RAILWAY JOURNAL of April 10, was born 
in Quebec, Can., in 1851. He moved to Florida in the early 
seventies and built several railway lines. From that place 
he moved to Montgomery, Ala., acquired control of the 
street railway properties, mapped out Capital City Park, 
and rendered other conspicuous services, among them being 
the application of electricity to the horse cars. Losing 
heavily by fire at Montgomery, Mr. Gaboury moved to 
Jacksonville to become general manager of the Jackson- 
ville Minjng & Manufacturing Company. He owned the 
waterworks plant there at the time of his death. In his 
career he built the street railway line at Columbus, Ga., 
the railway and electric light system at Bowling Green, 
Ky., and Greenville, Miss., and was interested in construct- 
ing sewerage systems at Macon, Ga. 


W. A. Foote, vice-president of the Michigan Railway, Kal- 
amazoo, Mich., and president of the Consumers Power Com- 
pany and the Commonwealth Power Company, all of which 
are controlled by the Commonwealth Power, Railway & 
Light Company, died suddenly at his home in Jackson,’ Mich., 
on April 14. Mr. Foote was a native of Adrian, Mich. Wivh 
his brother, J. B. Foote, W. A. Foote established the 
electric-lighting plant at Jackson many years ago, and sub- 
sequently organized the extensive interconnected transmis- 
sion system which now links the towns and cities of central 
Michigan. Among the achievements of the Foote interests 
have been the construction successively of the first 72,000- 
volt transmission line, the first 100,000-volt line and the first 
140,000-volt line. Mr. Foote was about sixty-five years old. 
He is survived by a widow and two daughters, also his 
brother, who is an officer of the Consumers Power Company 
and other properties. 


CHICAGO UTILITIES WANT STATE CONTROL 


At a hearing before the House committee on public utili- 
ties and transportation held in Chicago, Samuel Insull, pres- 
ident of the Commonwealth Edison Company, Chicago; 
Bernard E. Sunny, president of the Chicago Telephone Com- 
pany, and Leonard A. Busby, president of the Chicago Sur- 
face Lines, were witnesses. Mr. Insull stated that he be- 
lieved in regulation, but that if his company were left en- 
tirely alone for ten years the rate for electricity would be 
lower than with regulation. It would be a step backward to 
have utilities regulated by the city alone as opposed to State 
authority. Mr. Busby stated that he believed it was best to 
have a single commission for the whole State. He had no 
objection to a local commission divorced from petty politics. 


THE KANSAS CITY STATION 


A group of men interested in North Side property between 
the retail district and the Missouri River, were heard on 
April 6 by the Council committee in behalf of their project 
for an interurban railway station between Sixth Avenue and 
Seventh and Grand Avenue and Walnut Street. They urged 
the development of the North Side and predicted that ulti- 
mately cars on the interurban lines would have to be routed 
away from Main, Walnut and Grand Streets in the business 
district because of congestion. In that event the proposed 
site would obviate much inconvenience. 


_ 


—_— 


APRIL 17, 1915] 


Construction News 


Construction News Notes are clansiiied under each head- 
ing alphabetically by States. 
\ An asterisk (*) indicates a project noe previously re- 
» ‘ported. 
4 FRANCHISES 


Wichita, Kan.—The Arkansas Valley Interurban Railway 
has asked the Council for a franchise for a line from 
Twenty-first Street west to Mascot Avenue and then north 
to the city limits. 

Boston, Mass.—Charles S. Baxter, attorney for the Boston 
& Eastern Electric Railroad, appeared before the commit- 
tee on street railways at the State House recently to urge 
the passage of the bill providing for an extension of the 
time within which the company must file the bond of $400,- 
_ 000 required by its charter for the construction and opera- 
tion of its line. Mr. Baxter said that up to last January 
_ the people behind the Boston & Eastern Railway had ex- 

pected to file the bond before April 1 of this year, to which 
time the General Court in 1914 had granted an extension, 
but had been unable to do so, and now ask for an extension 

to April 1, 1917. 


Crystal, Mich.—The Muskegon-Saginaw Electric Com- 
pany has received a franchise from the Council in Crystal to 
build an electric line on certain highways in the township 
and also to build a line through the village of Crystal. This 
is part of a plan to build an electric line to connect Mus- 
kegon, Casnovia, Crystal, Egelston, Moorland and Saginaw. 
fJan. 13, 715.] 

Port Huron, Mich.—The Detroit United Railway has been 

ordered by the St. Clair County Road Commissioners to 
move its tracks off a portion of the right-of-way of the main 
line in Port Huron. It is declared that the company has no 
franchise for the ground it is using. 
. Newark, N. J.—The Public Service Railway will ask the 
Council for a franchise across the Jackson Street bridge. 
The line will form a connecting link between the tracks on 
Market Street, Newark, and those on Fourth Street, Har- 
rison. The Board of Public Utility Commissioners has ap- 
proved the ordinance of West Orange empowering the 
Publie Service Railway to operate an extension of its double 
track in Central Avenue from the dividing line between 
West Orange and Orange, westwardly to the westerly line 
of Valley Street. 

Albany, N. Y.—The Public Service Commission for the 
Second District has received an application from the Lehigh- 
Buffalo Terminal Railway Corporation for a certificate of 
convenience and necessity, and for consent to issue $50,000 
capital stock, and $5,000,000 debenture bonds for the acquisi- 
tion of property and the construction of facilities at Buf- 
falo. [Aug. 15, 714.] 

Albany, N. Y.—The United Traction Company will ask the 
Council for a franchise to build a loop at Grand Street, 
Hamilton Street, Trinity Place and Madison Avenue and 
to extend its Arbor Hill line in Albany. 

Buffalo, N. Y.—The International Railway has received 
an extension of time on its franchise to lay tracks in Kast 
and Delavan and West Delavan Avenue in Buffalo. | 

Niagara Falls, N. Y.—The Niagara River & Eastern Rail- 
way has applied to the Public Service Commission for a 
certificate of convenience and necessity to build an electric 
railway between Buffalo and Niagara Falls. [Dec. 12, ’14.] 

Wilmington, N. C.—The Wilmington & Philadelphia 
Traction Company has asked the Council for an extension of 
time on its franchise in which to build the new Washington 
Street and Boulevard extension in Wilmington. 

Cleveland, Ohio.—The Cleveland Railway has asked the 
Council for a franchise for the extension of the Madison 
Avenue (N. W.) line from West 117th Street to Rocky 
River. 

East Linden, Ohio.—The East Linden Electric Railway 
has received a franchise from the Council in East Linden. 
The company now holds a franchise for 3 miles outside the 
city limits, in Atcheson Avenue, Mock Road and Parkwood 
_ Avenue to East Linden. The Columbus Council has: under 
- consideration a franchise for this company, covering about 
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%@ mile of line, south in Joyce Avenue from Fifth Avenue 
to a connection with the present system near the Leonard 
Avenue viaduct. [March 20, ’15.] 


Ottawa, Ont.—The Ottawa City Council has appointed 
a special committee to consider the construction of a bridge 
on Pretoria Avenue to permit of the extension of the 
Ottawa Electric Railway to Ottawa East. 

Erie, Pa.—The Buffalo & Lake Erie Traction Company 
has received a twenty-five-year franchise from the Council 
for the double-tracking of East Sixth Street and a new line 
in West Seventeenth Street from State Street to Peach 
Street in Erie. 

Montreal, Que.—The Quebec Legislature has extended the 
time within which the Town Council of Mount Royal may 
enter into agreements for the construction of electric lines 
in Mount Royal with the Montreal Tramways Company, or 
its subsidiary, the Public Service Corporation. 

Richmond, Va.—The Virginia Railway & Power Company 
has asked the Council for a franchise to remove its tracks 
on First Street, from Duval Street south to Broad Street in 
Richmond. 

Madison, Wis.—The Janesville & Madison Traction Com- 
pany has asked the Council for a franchise for about 1 mile 
of new track in Madison. G. Pickhardt, 409 Washington 
Building, Madison, president. [Oct. 17, ’14.] 


TRACK AND ROADWAY 


Marin County Electric Railways, Mill Valley, Cal.—The 
Railroad Commission has issued an order granting the 
Marin County Electric Railways an extension of time to and 
including’ July 1, 1915, within which to sell stock for the con- 
eon of its electric railway in Mill Nalley- [March 

LD 

*Mountain Valley Water Company, Hot Springs, Ark.— 
Surveys have been made and capital has been secured by 
this company for the construction of an electric railway 
from Hot Springs to Mountain Valley. 


San Francisco, Cal.—Final arrangements have been made 
by the Supervisors to build a loop at the beach terminus 
of the Geary Street line in San Francisco, $2,300 being ap- 
propriated for the work. 

Southern Pacific Company, San Francisco, Cal.—That the 
old Valencia Street line of this company eventually will be' 
made the nucleus of a fast suburban electric system down 
the peninsula was stated recently at a hearing before the 
State Railroad Commission by EH. J. Foulds, attorney for 
the Southern Pacific Company. 

Stockton Terminal & Eastern Railway, Stockton, Cal.— 
J. E. Adams, president of this company, appeared recently 
before the commission and presented evidence on the com- 
pany’s application for the commission’s authority to issue 
$319,000 of bonds to build an extension of its railway from 
Bellota to Jenny Lind. The application contains the al- 
ternative proposition that if the commission fails to approve 
of the bond issuance it sanction an extension of 2 miles of 
railway beyond Bellota at a cost of $21,000. 

Bristol & Plainville Tramway Company, Bristol, Conn.— 
Plans are being made by this company to extend its lines 
in Bristol and change the location of its tracks from Park 
Street to Divinity Street in Bristol. 

Capital Traction Company, Washington, D. C.—This com- 
pany proposes to build an extension from Seventeenth 
Street and U Street N. W. south on Seventeenth Street to 
I Street; thence to Thirteenth Street; thence to H Street, 
and thence to Seventh Street. It also proposes short links 
of track on Fifteenth Street and on Highteenth Street and 
a loop at the intersection of Seventh Street, Louisiana 
Avenue and C Street N. W.; the estimated cost, including 
equipment, is about $750,000. The Public Utilities Com- 
mission will hold a hearing on April 22. 

Arkansas Valley Interurban Railway, Wichita, Kan.— 
Orders have been placed by this company for 2800 tons of 
steel rails and 60,000 ties. The voting of the terminal bonds 
by the city of Hutchinson assures the construction of this 
interurban railway on up the valley. 

Peoria, Galesburg & Western Railroad, Galesburg, [ll.— 
Surveys have been made and plans are ready to begin work 
as soon as financial conditions are improved to place the 
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bonds for the construction of this proposed railway to con- 
nect Peoria and Galesburg. W. T. Irwin, Peoria, president. 
[Jan. 10, 718.] 

*Hodgenville, Ky.—An electric railway to connect Greens- 
burg, in Green County, Ky., and. Hodgenville, in LaRue 
County, Ky., is being considered by residents of those two 
counties. The right-of-way would be readily obtained to 
run past the Lincoln farm, and timber for all the necessary 
ties, etc., could be obtained at small cost along the right-of- 
way, while. at one end of the line connection would be made 
with the Louisville & Nashville Railway at Greensburg and 
with the Illinois Central Railway at Hodgenville. A. H. 
Benningfield, Taylorsville, is interested. 


St. Tammany & New Orleans Railway & Ferry Company, 
Mandeville, La.—This company reports that contracts are 
all awarded and construction has been begun on this 14-mile 
line to connect Covington, Abita Springs and Mandeville, La. 
The motive power will be crude oil engines and the company 
will operate three cars. It will furnish power for lighting 
purposes and its power plant will be located at Helenbirg. 
The repair shops will be located. at Mandeville. Capital 
stock, authorized, $200,000. Capital stock, issued, $120,000. 
Officers: Joseph Birg, Mandeville, president; Lewis L. Mor- 
gan, Mandeville, vice-president; Harvey E. Ellis, Covington, 
secretary and treasurer, and H. T. Carroll, Mandeville, 
superintendent. [March 20, ’15.] 


Detroit, Lansing & Grand Rapids Railway, Detroit, Mich. 
— This company reports surveys completed, from De- 
troit to Lansing and expects to begin construction soon. 
The company holds fifty-one township franchises and fifteen 
city and village franchises between Detroit and Grand Rap- 
ids, all of which are identical in their terms and conditions. 
These franchises all provide for a uniform rate of 2 cents 
per mile or fraction thereof, and that no single fare shall 
be less than 5 cents. The road is to be operated by any 
motive power excepting the necessary side tracks, switches, 
etc. Capital stock, authorized, and outstanding, $25,000. 
Officers: Henry M. Wallace, president; W. T. Utley, vice- 


president; R. G. St. John, Detroit, secretary and treasurer. 


[July 11, 714.] 

Minneapolis & Géntral Minnesota Railway, Minneapolis, 
Minn.—Surveys are under way for this company’s line from 
Little Falls to Pierz. B. H. Bradley, chief engineer. 
[March 27, ’15.] 


St. Louis & Western Traction Company, St. Louis, Mo.— 
This company reports that on account of financial condi- 
tions no definite plans have been decided upon when con- 
struction will be begun on its 40-mile line between St. Louis 
and Gilmore. James D. Houseman, 701 Roe Building, St. 
Louis, president. [Aug. 8, 714.] 

Big Horn Canyon Irrigation & Power Company, Hardin, 
Mont.—Surveys are being made by this company for an 
electric railway from Hardin to Custer, Mont. John J. 
Harris, Hardin, president. [Jan. 19, ’15.] 


Exeter, Hampton & Amesbury Street Railway, Exeter, 
N. H.—Plans are being made by this company for the re- 
moval of its tracks in Portsmouth between the Ashworth 
Hotel and the casino, and relaying them from the Ashworth 
Hotel down Marsh Avenue to the rear of the casino, where 
a transfer will be located. 


Public Service Railway, Camden, N. J.—A permit for the 
construction of a short cut on the electric line from Camden 
to Haddonfield has been granted to the Public Service Rail- 
way by the Public Utility Commission of New Jersey. The 
permit provides for a new route in Star Avenue, crossing 
Border Street, and the necessary connections. It also pro- 
vides for a new line in Border Street. In addition a double 
track on the White Horse Pike, from Ferry Avenue to Had- 
don Avenue, will be built. 

Brooklyn (N. Y.) Rapid Transit Company.—Senator Ber- 
nard M. Patten, of Queens, has introduced a bill to permit 
the extension of this railway from Corona over tracks of 
the Long Island Railroad to Little Neck, via Whitestone 
and Flushing. 

New York State Railways, Rochester, N. ¥Y.—This com- 
pany is interested in securing the immediate installation of 
a scenic railway or modern type of amusement device ride in 
Sea Breeze Park, which is owned and operated by this com- 


ELECTRIC RAILWAY JOURNAL 


[VoL. XLV, No. 16 


pany. It will consider a proposition on the basis of 25 per 
cent of the gross receipts, with a guarantee that the amoy it 
of percentage shall not be less than $1,500 for any one year, 
the period of agreement to be for ten years. 


Chardon, Jefferson & Meadville Interurban Railway, 
Cleveland, Ohio.—Preliminary arrangements are being 
made by this company for the construction of its proposed 
electric railway to connect Chardon, Hampton, Rock Creek 
and Jefferson, Ohio, 30 miles. F. A. Pease, Cleveland, 
engineer. [March 27, 715.] 


Goldsboro (N. C.) Street Railway.—This company re- 
ports that it has been reorganized and will place its line in 
operation again at once. Additional track will be laid and 
other improvements made. Contracts for material will be 
placed immediately. 


Atlantic & Carolina Railroad, Kenansville, N. C.—This 
company has placed in operation its 10-mile line between 
Warsaw and Kenansville. A gasoline motor car and a 
trailer are used. Connection is made at Warsaw with the 
Atlantic Coast Line. A. R. Turnbull, Norfolk, president. 
[Aug. 8, 714.] 

Oklahoma Interstate Railway, Oklahoma City, Okla.— 
John R. Rose, promoter of this railway, has arranged with 
the Commercial Club to extend the interurban line from 
Miami to Afton via Vinita to Centralia. Vinita is to fur- 
nish a cash bonus of $30,000 and a right-of-way 100 ft. wide 
from the city limits to Vinita northeast to the county line 
2 miles west of Afton and also one-half of the distance to 
Centralia. [March 20, 715.] 


*Oklahoma (Okla.) Rapid Transit Company.—S. A. Hor- 
ton, attorney at law, 1014-1017 Concord Building, Oklahoma 
City, Okla., has announced that this company has been 
organized to build an electric railway from Oklahoma City 
to Tulsa, Muskogee and Bartlesville, Okla. The proposed 
route is about 300 miles long, reaching the principal cities 
in the eastern part of Texas and extending through oil 
territory. Negotiations are in progress to sell bonds and 
let construction contracts. 


Oklahoma Union Traction. Company, Tulsa, Okla.—The 
reconstruction of this company’s lines in Tulsa has been 
begun. 


Carolina, Greenville & Northern Railroad, Greenville, 
Tenn.—It is reported that LeRoy Park and associates of 
this railway who are promoting an electric railroad from 
Kingsport to Newport, are considering, at the solicitation 
of local parties, an extension of their railroad and power 
transmission lines into Morristown. The new railway is 
planned as a standard-gage, low-grade, low-curvature line, 
to carry both freight and passenger traffic, connecting the 
Carolina, Clinchfield & Ohio Railway at Kingsport with the 
Tennessee & Carolina Railroad at Newport. [March 6, ’15.] 


McConnellsburg & Fort Loudon Railway, McConnells- 
burg, Pa.—Surveys are about completed for the proposed 
line from McConnellsburg to Fort Loudon, Pa. Bids are 
now being received. The company has secured rights-of- 
way, and capital stock of $60,000 is nearly all subscribed 
and paid in. Subscriptions for the bonds are now being 
taken. The route crosses a mountain and connects with 
the Cumberland Valley Railroad at Fort Loudon. A. Spot- 
wood Dandridge, engineer. [March 13, ’15.] 


Chester & Lancaster Railway, Phoenixville, Pa.—Plans 
are being considered to build a proposed electric line to con- 
nect Lancaster and Phoenixville. Several meetings have 
been held in a number of small towns in Lancaster County, 
and according to reports the project is being considered 
favorably. The plan as outlined by the promoters is about 
as follows: The proposed line to start at Blue Ball, where 
it will connect with an electric line already built to Lan- 
caster. From Blue Ball the line will go through Conestoga 
Valley to Churchtown, thence to Morgantown, to Good- 
ville, Elverson, St. Peter’s, Knauertown, Falls of French 
Creek, Coventryville, Pughtown, Birchrunville, Chester 
Springs, Kimberton, Harveyville, thence in West Bridge 
Street to Nutts Avenue and connect with the Pottstown & 
Phoenixville Railway. 


Reading Transit & Light Company, Reading, Pa.—This 


company plans to expend $165,000 in improvements in 
Reading during the year. 
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Bryan & College Interurban Railway, Bryan, Tex.—This 
company has ordered $16,880 worth of equipment and mate- 
rials from Fairbanks, Morse & Company, Chicago, Ill. 


Beaumont, Liberty & Houston Traction Company, Hous- 
ton, Tex.—Plans are being made to begin work at once on 
the proposed line between Houston and Richmond. Edward 
Kennedy, president. [March 27, ’15.] 


Southwestern Traction Company, Temple, Tex.—Arrange- 
ments are being made by this company for the completion 


_of the line from Waco to Austin. 


Glen Rose & Walnut Springs Railway, Walnut Springs, 
Tex.—Plans are being contemplated by this company to 
build a line from Glen Rose northeast to Fort Worth, Tex., 
about 40 miles. The company has nearly completed its 
14-mile line between Glen Rose and Walnut Springs. J. H. 
Farr, president. [Dec. 12, 714.] 


Parkersburg, Marietta & Interurban Railway, Parkers- 
burg, W. Va.—Among the improvements planned by this 
company are the paving and double tracking of its line on 
Market Street in Parkersburg. 

Badger Railway & Light Company, Whitewater, Wis.— 
Surveys are being made by this company for a line from 
Whitewater to Lake Geneva, with a branch to Fort Atkin- 
son and Jefferson. Construction will be begun as soon as 
the weather permits. The line will be 25 miles long, and 
6 miles have been built. It is planned to use gasoline- 
propelled cars. 


SHOPS AND BUILDINGS ' 


lowa Railway & Light Company, Cedar Rapids, Ia.—This 
company has recently placed a contract for two new boilers 
and coal and ash-handling apparatus for its generating 
station at Cedar Rapids. , 

Centerville Light & Traction Company, Centerville, Ia.— 
This company has completed the additions to its carhouses 
in Centralia. 

Stark Electric Railway, Alliance, Ohio.—This company 
is installing two 500-hp Sterling boilers and Jones under- 
feed stokers at its power house in Alliance. 

Toronto (Ont.) Civic Car Lines.—This company expects 
to complete, in about six weeks, the new carhouse at the 
corner of Hillingdon Avenue and Danforth Avenue, this 
being in the northeastern part of Toronto. The carhouse 
is of concrete, tile and steel, and has accommodation for 
twelve cars. There is a wing in connection with the build- 
ing 50 ft. x 109 ft., a portion of which is two stories. The 
wing is for shop and stores purposes. A temporary car- 
house was constructed during January on Bloor Street 
west, between Dorval Road and Indian Road. This build- 


- ing is 85 ft. long x 21 ft. wide, heated, and will accommo- 


date two single-truck cars. This structure is to serve the 
new Bloor Street line, and it is located in the western por- 
tion of Toronto. 


North Branch Transit Company, Bloomsburg, Pa.—This 
company is building and equipping a new car repair shop. 


POWER HOUSES AND SUBSTATIONS 


Arkansas Valley Interurban Railway, Wichita, Kan.— 
This company plans to build a substation at Burton. 


Milwaukee Northern Railway, Minneapolis, Minn.—This 
company has completed about half of the work on a new 
terminal building on Sixth Street between Cedar Street and 
Wells Street in Milwaukee. 


Steubenville & East Liverpool Railway & Light Company, 
East Liverpool, Ohio.—This company has completed its new 
outdoor type of transformer substation on Wilson Avenue 
in South Steubenville, Ohio. Construction is of steel tower 
with concrete foundations. The capacity is 3000-kv. 


Mahoning & Shenango Railway & Light Company, 
Youngstown, Ohio.—This company is building a new three- 
story brick combination passenger freight and substation in 
New Castle. The cost is estimated to be about $65,000. 


Parkersburg, Marietta & Interurban Railway, Parkers- 
burg, W. Va.—Among the improvements planned by this 
company during the year will be the erection of its new 
generating plant in Parkersburg. The cost is estimated 
to be about $500,000. 
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Manufactures and Supplies 


ROLLING STOCK 


Austin (Tex.) Street Railway will purchase two pay-as- 
you-enter cars this spring. 


Goldsboro (N. C.) Street Railway expects to purchase 
at once new and second-hand single-truck cars. 


Southern Wisconsin Railway, Madison, Wis., is reported 
as having in the process of preparation plans and specifica- 
tions for ten city cars. 


Paraguayan Company, Inc., New York, N. Y., expects 
to purchase a large number of motor buses or gas-electric 
buses in the near future for use in Paraguay. 


Lehigh Traction Company, Hazleton, Pa., noted in the 
ELECTRIC RAILWAY JOURNAL of March 13, 1915, as having 
issued specifications for ten all-steel center-entrance cars, 
has ordered this equipment from The J. G. Brill Company. 


Wilkes-Barre & Hazleton Railway, Hazleton, Pa., noted 
in the ExLectric RAILWAY JOURNAL of March 6, 1915, as 
having issued specifications for ten all-steel interurban cars, 
has ordered this equipment from The J. G. Brill Company. 


Phoenix Construction Company, New York, N. Y., has re- 
ceived bids for five closed steel cars, 21 ft. between body 
end posts, for the Anniston Electric & Gas Company, Annis- 
ston, Ala., and the Carolina Power & Light Company, Ra- 
leigh, N. C., and four cars of 16 ft. body length for the 
Huntsville Railway, Light & Power Company, Huntsville, 
Ala. Contracts will be let in a few days. 


Toronto (Ont.) Civic Railway, on April 1, opened four 
tenders for four new single-truck car bodies to be used on 
the civic car lines. The prices ranged from $2,386 to $3,644. 
The lowest offer was that of the Preston Car & Coach 
Company, which offered to deliver them in sixty days. As 
there were American companies who tendered, the comptroll- 
ers, not knowing the duty which might be charged, referred 
the tenders to the works commission for a report. 

Chicago & Milwaukee Electric Railway Company, High- 
wood, Ill., which purchased fifteen all-steel interurban cars 
from The J. G. Brill Company, as noted in the ELECTRIC 
RAILWAY JOURNAL of March 6, 1915, has specified the follow- 
ing details: 


Length over vestibules, Underframe ........ all-steel 
53 ft..7 in. Bumpers, 

Width over sills....8 ft. 8 in. Hedley anti-climbers 

Width over all..8 ft. 10% in. Couplers, 


Inside width..... 8 ft. 1% in. 


Height, rail to sill, 
3 ditetio/ LOnine 


Bod yes... ties © ete all-steel 
Hnterions tring sas. mahogany 
Feadlining cas: sassinek steel 
Inside sheathing....Agasote 
Roof tn 45 ees ose arched 

TRADE 


Tomlinson M. C. B. radial 


in. Curtain material...Pantasote 


Trucks...Brill M. C. B. type 
Sashes....Forsythe Brothers 
Eats Jer cies Hale & Kilburn 
Seat material, 


Plush and rattan 
MOGOLS nt. ok Westinghouse 
Gontrol wa -se3 Westinghouse 
NOTES 


R. B. Kennard, Allentown, Pa., architect, has changed his 
address to 237 Second Street, Slatington, Pa. 


Universal Iron & Supply Company, St. Louis, Mo., will be 
pleased to send on request a calibration depth and capacity 
curve for horizontal cylindrical tanks of any dimensions. 
This method was devised by H. J. Elson of the company 
named. 


Charles Eckert Young, Technical Advertising Service, 
Chicago, Ill., has appointed Joseph H. Everston, formerly 
sales manager of the Arex Company, as copy writer, and 
Edwin Carrell as art director. This company has moved its 
offices from the First National Bank Building to Suite 1109, 
Ellsworth Building, 5387 South Dearborn Street, Chicago. 


Esterline Company, Indianapolis, Ind., has received an 
order from the Lehigh Valley Transit Company for “Golden 
Glow” interurban headlights to replace are lights on its 
Philadelphia-Allentown high-speed service. 

American Vanadium Company, Pittsburgh, Pa., has ap- 
pointed Merrill G. Baker as assistant general manager of 
sales. Mr. Baker has been identified with the iron and steel 
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trade for the past eleven years, and was recently connected 
with the Cambria Steel Company as assistant to general 
manager of sales of that company. 


ADVERTISING LITERATURE 


Welding Material Company, Inc., New York, N. Y., has 
issued a bulletin on its variable voltage arc welder. 

McCord Manufacturing Company, Detroit, Mich., has is- 
sued a sheet on its forced-feed lubricator for use in connec- 
tion with mechanical shovels, drag-line excavators and 
‘wrecking cranes. 


New Haven Trolley Supply Company, New Haven, Conn., 
has issued catalog No. 1, describing and illustrating its 
various types of fare registers, fare boxes and other elec- 
tric railway supplies. 

American Ingot Iron Company has issued a reprint from 
the Railway Age Gazette of Feb. 19, 1915, which contains 
a description of successful results obtained by their use 
under sliding banks and in other unfavorable locations. 


Standard Underground Cable Company, Pittsburgh, Pa., 
manufacturer of wire and cable, has issued a folder out- 
lining the three years of progress of this company. The 
folder contains a description of its exhibit at the Panama- 
Pacific Exposition. This company has also issued bulletin 
No. 201-1, which contains specifications of its standard 
©.C.C. wire. 

American Rolling Mill Company, Middletown, Ohio, has 
issued a bulletin appropriately entitled ““Next to Excellence 
Is the Appreciation of It,’ which reproduces a series of 
letters written by a number of well-known companies ex- 


pressing favorable opinions regarding their experience with } 


the use of Armco-American ingot iron for condenser and 
boiler tubes, culverts, sheet metal for buildings and various 
other uses as an effective rust resistant. 
Spray Engineering Company, Boston, Mass., has issued 
a catalog illustrating and describing its spray system for 
cooling water for condensers, transformers or water jackets. 
Illustrations are shown in the catalog of these sprays as 
installed in a number of power plants, including that of the 
Philadelphia & Westchester Traction Company, Philadel- 
phia, Pa. Another catalog issued by the same company 
describes its system for washing and cooling air for steam 
turbine generators. Among the companies which use this 
system are the Richmond Light & Railroad Company, 
Lehigh Valley Transit Company and the Metropolitan Street 
Railway, Kansas City, Mo. 
Van Dorn & Dutton Company, Cleveland, Ohio, has issued 
a folder entitled “A Feature of Lowest Operating or Mainte- 
nance Cost,’ which describes its various types of grade- 
hardened or grade-treated motor gears and pinions. An 
illustrated tooth section in the folder shows the tool steel 
wearing surface and the toughened core. In the produc- 
tion of its grades hardened and treated materials are select- 
ed by this company with particular reference to what it is 
desired to accomplish. The solid gears are made from either 
steel castings or the forged or rolled steel blanks, as may 
be desired; the split gears from cast steel only; while the 
pinions are produced from hammered or forged steel. 
~~Railway Storage Battery Car Company, New York, N. Y., 
has issued a folder which outlines the features of the Edison 
\ storage battery for railway operation. Its chief advantages 
\ are said to be its low first cost and maintenance cost, as it 
_requires no overhead construction or expensive attendance, 
‘and has only one rotating part in the motor; and the 
reliability and long life of the storage battery. The above 
points are well supported in the folder by reproductions 
of a number of letters from storage-battery railways of 
wide geographical distribution and by newspaper reports 
_of recent successful tests of this kind of equipment. The 
company has also issued supplementary bulletins showing 
photographs and data of three types of storage-battery 
cars: the city type, as exemplified by a car of the Suffolk 
Traction Company, Patchogue, L. I.; the suburban type as 
shown by a car of the Long Island Railroad and a 50-ft. 
interurban car operated by the Cambria & Indiana Railroad, 
. Colver, Pa. 
Harris Winthrop & Company, New York, N. Y., are is- 
suing an interesting pamphlet giving facts relative to the 
capitalization, earnings, indebtedness and records of fifty- 
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two stock issues that. were quoted on the New York Stock 
Exchange in March, 1915, at or below $16 a share. Th 
high and low prices of each issue for the years since 190 
are tabulated. The bankers do not recommend the pur- 
chase of any of the stocks named. It is stated that some 
may be absolutely worthless, but others may represent 
equities which, if preserved, may greatly increase in value 
in prosperous times. It is thought that if a sufficiently 
wide distribution of the risk is made, these securities offer 
a good chance for speculation. The list contains Interbor- 
ough-Metropolitan common stock and United Railways In-. 
vestment common stock. The bankers embody in their 
pamphlet a list showing how many securities selling at low 
prices in 1894 made marked advances by 1906. 


NEW PUBLICATIONS 


The Federal Reserve Act. By C. W. Barron. Boston News 
Bureau Company. 1914. 223 pages. Cloth, $2. 

This is a reprint of a discussion of the principles and 
operation of the federal reserve system, as originally pub- 
lished in the Wall Street Journal and the Boston News 
Bureau. It includes a description of the financial, commer- 
cial and industrial characteristics of each of the federal 
reserve districts, and also the complete text of the federal 
reserve act, fully indexed, and of pertinent preceding legis- 
lation. The twenty-eight sections of the book are really 
essays on credit, and are written in a free, non-technical 
style that enables the reader fully to grasp the essential 
details of the new system. 


Brinton. Published by the Engineering Magazine Com- 
pany, New York, 1914. 7%in.x10%in., xii+ 371 
pages. Price $4. 

Mr. Brinton has given in convenient form for reference 
sample graphical representations of data from all fields 
in which such representation has been found useful. A 
total of 255 diagrams and pictures form the basis of an 
illuminating discussion of the principles involved in clearly 
and attractively presenting information by this method. 
The subject matter is divided into seventeen chapters, each 
introduced by a short generalization followed by comment 
upon the examples illustrated. The chapter headings are 
these: Component parts, simple comparisons, simple com- 
parisons involving time, time charts, curve plotting (two 
chapters), comparison curves, component parts shown by 
curves, cumulative or mass curves, frequency curves, cor- 
relation, map presentations, maps and pins, curves for the 
executive, records for the executive, corporation financial 
reports, general methods and a few cautions. 

In discussing the graphs the author not only calls at- 
tention to the technical features from the graphic method 
point of view but also interprets many of the data from 
that of the user of the charts. By this means he imparts 
a readable quality to the book which it would hardly have if 
it were a mere compilation of diagrams and comments upon 
graphic characteristics. 

It is unfortunate that Mr. Brinton lends his influence 
to the use of the word “curve” to denote a stepped or 
other line containing angles. Webster defines the word, 
as it is popularly understood, as “a bending without angles.” 
While it may be technically correct to speak of a broken 
line as a curve, as it would be to refer to a circle as a poly- 


gon, in the interest of general clarity “graph,” “locus,” . 


“diagram,” “chart,” “solid line,” “dotted line,” etc., answer 
the same purpose and conform more nearly to ordinary 
usage. It is, of course, true that “curve” is used to a con- 
siderable extent by engineers; e.g., “speed-time curve,” 
“power-station load curve,” etc., 
sarily justify its use unless it is allowed to become a “good 
usage.” Then it is too late to make a change. 

That a book of this sort should prove valuable at present 
may be inferred from the growing interest in diagrammatic 
and pictorial record and display of facts. This tendency 
is evident in the electric railway field as elsewhere. Com- 
pared with curves and other diagrams numerical tables 
of statistics are dry and uninteresting to the average 
reader. In mathematics instruction teachers are more and 
more coming to use graphical forms of expressing equa- 
tions, and graphical solutions of problems are increasingly 
popular with students. 
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FoR ees ol weisht. ability 6 carry the carbody low and low cost 
of operation and maintenance the single motor truck unquestion- 

ably holds the first place among trucks for city service. And the Brill 39-E 

ety pe’ with its solid forged side frames, one-piece cast-steel bolster, and 
a brake beam for the pony wheels as well as for the drivers, ‘“Half-Ball” 

+ brake hangers and distinctive spring system, has all the qualifications for 
hat highest efficiency. Apparently the truck was a completed type before the 
oe of the. Brill Gc aduated Spring System, but this spring arrange- 
; : ts just: the need in city. truck operation that railway men have 
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AGENCIES: Pierson, Roepinc & Co., San 
Francisco, Los Angeles, Portland, Seattle, Noyes 
Brotsers,Melbourne, Sidney, Dunedin,Brisbane, 
Perth. . Dussetman, 48 Rue du Luxembour2 
Brussels, SHackierorp & Co., Calle San Martin 
- 201, Buenos Aires. | Tuomas Bartow & Sons, 
Darden Natal. ‘Suewan, Tomes &Co., Hon? Kong, 
Canton, Shanghai. G, Caeccuerrt, Piazza Sicilia, 
1,Milan, Loxpon Orricez,110 Cannon Street, E.C. 
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